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Introduction 


This collection of projects shows the 
wide involvement of professional 
consultants in cultural and rec- 
reational planning and facility 
development. It brings together 

firms from the fields of planning, 
architecture, engineering and land- 
Scape architecture. With one exception 
they are all based in Ontario with 
several having branch offices through- 
out the Province. 





A helpful guide, "How to select a 
consultant," at the end of this 
publication gives the addresses of 
various professional associations 
which maybe contacted for membership 
directories. 


Not every firm that has made a con- 
tribution is listed nor was there 
Space to include every project for 
each firm. The projects and firms 
listed are only those who have made 
themselves known to the Planning and 
Technical Section as of November 1979. 


Other firms active in cultural and 
recreational planning and facility 
development that have projects for 
inclusion in supplements to this 
ist Snould. contact: 


Planning and Technical Services Section 
Capital Support Unit 

Ministry of Culture and Recreation 

P77 oeoorn ot. West, 2nd. floor 

Toronto, Ontario M/A 2R9 

(416) 965-0322 


Inclusion in this list does not 
constitute an endorsement by the 
Ontario Ministry of Culture and 


Recreation of the services offered, 
nor does exclusion indicate lack of 
expertise. 
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NOTEThe Projection of Ontario (Not to Scale) 
\ was developed by Or. Henry W. Castner. 
Cartographic Laboratory of Queen's 
University for the Regional Planning 
Branch, Ontario Ministry of Treasury, 
Economics and Integovernmental Affairs. 
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ACRES CONSULTING SERVICES LTD. 
480 University Ave. 
Toronto, Ontario 
M5G 1V2 
(416) 595-2000 


ADAMSON ASSOCIATES 
Architects Planners 
2 Gloucester St. 
Toronto, Ontario 
M4Y 1L5 
(416) 967-1500 


ADEVCO CONSULTANTS LTD. 
Development Consultants 
340 West River Road 
P.0. Box 992 
Belle River, Ontario 
NOR 1A0 
(519) 728-1305 


AINLEY & ASSOCIATES 
Consulting Engineers 
105 Hurontario Street 
Collingwood, Ontario 
OY 2L9 
(705) 445-3451 


AIRPHOTO ANALYSIS ASSOCIATES 
CONSULTANTS LTO. 

315 Bering Ave. 

Toronto, Ontario 

M8Z 3A5 

(416) 236-2468 


ALFORD ASSOCIATES 
Engineering Consultants 
for Recreation Facilities 
P.O. Box 25, Station B 
London, Ontario 
N6A 4V3 
(519) 679-8240 


ALLEN AND SHERRIFF, ARCHITECTS 
10350 Yonge St 
Richmond Hill, Ontario 
L4C 3B8 
(416) 884-1117 


MYLES ALLISON ARCHITECTS 
29 Clapperton St. 
Barrie, Ontario 
L4M 3£6 
(705) 726-0201 


ALLWARD & GOUINLOCK 
Architects Planning 
Consultants 
1127 Leslie Street 
Toronto, Ontario 
M3C 2k2 
(416) 445-7420 


DAVID ANDREWS 
Management Consultants 
403 Richview Ave. 
Toronto, Mntario 
M5P 3G7 
(416) 488-2913 


WILLIAM E. ANDREWS ARCHITECT 
1131 Lakeshore Road 
Sarnia, Ontario 
M7V 2V5 
(519) 542-5531 


ANNAU ARCHITECT 
131 Bloor St. West 
Toronto, Ontario 
M5S IR] 
($16) 967-1881 


North Shore Lake Superior 
Recreation Study 

Arnprior Reservoir Recreation 
Capacity and Capability Devt. 
Plan 

Meadowvale Conservation Area 
Devt. Plan 


Master Plan, Buildings, 
Geneva Park YMCA 

YM-YWHA, North York 
University Settlement Rec- 
reation Facility, Toronto 
Woodgreen Community Centre, 
Toronto 

Sir Oliver Mowatt Collegiate 
Pool, Scarborough 


Proposal for feasibility study 
for Essex County Court House 
Impact study on Sandwich West 
Township recreational needs, 
Heritage Estate Subdivision, 
Sandwich West, Ontario 


Meaford Arena, Meaford 
Creemore Arena 

Midhurst Tennis Courts 
Barrie East Rec. Centre 
Midland Sacred Heart School 
running track 


Crystal Creek Conservation Area, 
Sault Ste. Marie, Ontario 
Strathcona Track, Edmonton, Alta. 
Capital City Urban Provincial 
Park, Edmonton, Alta. 

Wasaga Beach, Ontario 

Terra Nova National Park, Nfld. 


Aspen Skiing Corp. Colorado 
Snowmaking Feasibility Study 
Metro Toronto Works Dept. 
Snowmaking and Trail Lighting 
Winter Olympic Games 1976 
Prelim. technical/economic 
feasibility of snow making 


Richmond Hill Swimming Pool 
MarKham Fitness and Racquet Club 
Richmond Hil] Arena 

Richmond Hill Curling Club 
Georgetown Racquet Club 


Owen Sound YM-YWCA 
Barrie Arena Addition 
Eastview Arena, Barrie 


Lamport Stadium, Toronto 

Oshawa Civic Auditorium & Pool 
Orillia Community Centre 

Field House, Durham College 

Phy. Ed. Complex, Durham College 
York Univ. Field House 


Feasibility study for Toronto 
YM-YWCA 

Feasibility & operating study 
for Italian Community Centre, 
Toronto 

Demographic study, Toronto 
Community Centre 

Feasibility study for Hamilton 
Jewish Community 


Forest Arena and Curling Club, 
Forest 

Sarnia Township Community Centre 
Mooretown Recreation Centre 
Forest Golf and Country Club 
Lampton County Heritage Museum 


Civic Centre Master Plan, 
Town of Markham 


consultants 





CW AQUATIC CONSULTANTS INC. 
12 Highland Park Drive 
Dundas, Ontario 
LOH 2L8 
(416) 627-3133 


GE ARCOP ASSOCIATES (LEBENSOLD 
AFFLECK NICHOL HUGHES ARCH. ) 
3 Church Street 
Toronto, Ontario 
M5E 1M2 
(416) 368-1685 


CE ARDEC 
Consulting Engineers 
112 Merton St. Suite 400 
Toronto, Ontario 
M4S 279 
(416) 486-6221 


CE BRIAN ARNOTT ASSOCIATES 
Arts Management and Theatre 
Consultants 
137 Berkeley St. 
Toronto, Ontario 
MSA 2X1 
(416) 364-7686 or 7691 


CE ASSOCIATED CONSULTANTS 
164 Davenport Road 
Toronto, Ontario 
M5R 102 
(416) 964-2711 


CE BRIAN ATKINS ARCHITECT 
120 A Willowdale Ave. 
Willowdale, Ontario 
M2N 4Y2 
(416) 221-9353 


CE BAILEY CONSULTING ASSOCIATES 
Uailee 
354 Wellesley St. E. 
Toronto, Ontario 
M4X 1H3 
(416) 961-4625 


CW BALMER, CRAPO & ASSOC. LTD. 
Rec. & Tourism Consultant 
125 Waterloo Street 
Waterloo, Ontario 
N2J 1Y3 
(519) 745-6178 


CE ALGIMANTIS BANELIS ARCHITECT 
410 Davenport Road 
Toronto, Ontario 
M4V 1B5 
(416) 924-6450 


CE PETER BARNARD ASSOCIATES 
236 King St. East 
Toronto, Ontario 
M5A 1K1 
(416) 362-0101 


Brock University Pool 
University of Guelph Pool 
Waterloo Family Y Pool 
Huronia Centre Community Pool 
Thunder Bay Community Pool 


Art & Culture Centre, St. John 
National Arts Centre, Ottawa 
Laval Civic Centre, Laval 
McGill] Univ. Centre, Montreal 
High Country Ski Resort 


Extension to Exhibition 
Stadium, Toronto 

Quinte Sports Arena, Belle - 
ville 

Renovacion of Chief 

Justice Campbell Residence, 
Toronto 


Petrolia Discovery, An Industrial 
Pioneer Village, Project Managers 
and Exhibit Designers 

Phase III Fine Arts Complex, 
Feasibility Study, York University, 


Facility Development, Program 
Development and Facility Design 
workbooks, Ministry of Culture 
and Recreation 

Government of Ontario Cultural 
Program Study for 1976 Olympics 
Restoration of The Opera House, 
Victoria Hall, Petrolia 








Feasibility study for a library 

and cultural centre, Halton Hills 
Master plan for the Cumberland 
Township Heritage Museum 
Programming study for the 
development of the E.P. Taylor 
Estate, Windfields, North York as 
the Royal Canadian Academy of Arts 
Feasibility study, adaptation of CN 
station art gallery, Haliburton 
Encore: recycling public buildings 
for the arts 


Optimist Club, Milton 
Brampton Golf Club 


Feasibility study for community 
arts centre, Halton Hills 

Master plan - Cumberland Township 
Heritage Museum - Township of 
Cumberland 

Study for Adaptive Re-use of 
E.P. Taylor Estate, North York, 
Royal Canadian Academy of Arts 
Feasibility study for Performing 
Arts Centre, North York, Italian 
Canadian Benevolent Corporation 


Recreation Master Plan, Kitchener 
Recreation Master Plan, Peterborough 
Sportsplex Feasibility Study, 
Cambridge 

Tourism Dev't. Strategy for 

N. Saskatchewan 

Guidelines for Developing Public 
Recreation Standards 


Loretta Ski Resort 


Socio-economic impact, 
Killarney-Whitefish Falls 
Road 

Feasibility study, Regent 
Park Community centre, 
Toronto 
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W.E. BARNETT, ARCHITECT 
28 Overlea Blvd. 
Toronto, Ontario 
M4H 1B6 
(416) 421-7091 


BEBRIS & PEDONE 
Architects & Site Planners 
170 Donway West 
Suite 109 
Don Mills, Ontario 
M3C 2G3 
(416) 444-4843 


JORG BENTZ 
Architect & Planner 
341 Lippincott Street 
Toronto, Ontario 
M5S 2P6 
(416) 531-8651 


BIRD AND HALE LTD. 
Consulting Engineers and 
Biologists 
1263 Bay St. 

Toronto, Ontario 
M5R 2C1 
(416) 925-1147 


BLANKSTEIN COOP HANNA BRIGGS 
Architects & Planners 
(Number 10 Architects, 
Manitoba ) 

4800 Dundas St. W. 
Islington, Ontario 
M9A 1B1 

(416) 236-1164 


BOIGON AND ARMSTRONG 
Architects/Planners 
61 Curlaw Drive 
Don Mills, Ontario 
M3A 2P8 
(416) 445-6840 


STEPHAN BOLLIGER ASSOCIATES 
LTD. 
LANDSCAPE ARCHITECTS 
3 Church St., Suite 602 
Toronto, Ontario 
MSE 1M2 
(416) 363-5849 


BRUCE A. BROWN ASSOCIATES 
Geotechnical engineers and 
planners 
6-855 Alness Street 
Downsview, Ontario 
M3J 2X3 
(416) 663-0000 


ALEXANDER BUDREVICS & ASSOC.LTD. 


Landscape Architects and 
Swimming Pool Consultants 
170 Donway West 

Suite 215 

Don Mills, Ontario 

M3C 2G3 

(416) 444-0528 


BUILT ENVIRONMENT CO-ORDIN - 
ATORS LTD. 

1947 Avenue Road 

Toronto, Ontario 

M5M 4A2 

(416) 783-4277 


STAN H. BUTCHERD 
Architect and Planning 
Consultants 
P.O. Box 247 
264 West Street 
Port Colborne, Ontario 
(416) 834-9692 
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Ontario Community Centre for the 
Deaf, Toronto 

Athletic Addition, St. Andrews 
College, Aurora 

New Club facility - East Scarborough 
Boys & Girls Club, Scarborough, Ont. 
Toddmorden Mills Historic Site 
Restoration, East York 

Outdoor Athletic facilities & 
handicapped children play centre, 
Loyalist College, Belleville 


Cataraqui Golf & Country Club, 
Kingston 

Ottawa Visual Arts Centre, 
Ottawa 

Humber College Phase III 

St. Sylvester Catholic School, 
Toronto 


Ontario Place Site Planning 
Bronte Creek Provincial Park 
Meadowvale Open Space Planning 
Erin Mills Open Space Planning 


Whitby Yacht Club, Whitby, Ontario 
Lake Planning, Ont. Ministry of 
Natural Resources 

Environmental impact study, Heritage 
Estates, Toronto 

Selection of sites suitable for year 
round recreation, Algoma District 
Physical and biological terrain 
analysis, Dept. of Indian Affairs 
and Northern Development 


National Art Gallery Competition 
Finalist, Ottawa 

Manitoba Theatre Centre 
Saskatoon Art Gallery 

Univ.of Manitoba Pool 
International Peace Garden 
Swimming pool, Manitoba 


North York Centennial Arena 
Tri-bell Club Recreation Bldg., 
Richmond Hi11 

Woodbine Park Rec. Bldg. 
Havenbrook Park Rec. Bldg. 


Park and open space plan, 
Townsend 

Pedestrian and bicycle trails, 
Townsend 

Roof garden, College Park, 
Toronto 


Master Plan, Greenbriars Retirement 
Recreation Community, Tecumseth 
Master Plan, Bond Head Harbour 
Village, Newcastle 


Nameless Park Pool, Ottawa 
Rosedale-Moore Park Pool 

Swimming Pool Complex, Nobleton 
Lion's Park Pool Complex, Bradford 
Sandaraska Park Pool, Peterborough 


Proposal evaluation, Glouster 
Recreation Centre, 

Design co-ordination, North 
Gower Community Centre 
Central Library, Algonquin 
College, Ottawa 

Facility program, Univ. 

of Manitoba Physical Educa- 
tion Complex, Winnipeg 
Feasibility study, Sydney 
Auditorium/Convention 
Centre, Sydney, Nova Scotia 


Westside Arena, Port Colborne 
Lakeview Park 

Bandshell] and Wading Pool, 
Port Colborne 

Nickel Park Ball Diamond 

Port Colborne Historical and 
Marine Museum Renovation 





CE CAMBRIAN FACILITIES CONSULTANTS 
LIMITED 
2465 Cawthra Road 
Mississauga, Ontario 
L5A 2W7 
(416) 270-1455 


CE CAMBRIAN PLANNING CONSULTANTS 
INC. 
20 Ontario St. 
Box 2015 
Bracebridge, Ontario 
POB 1C9 
(705) 645-4533 


SW CANADIAN SWIMMING POOL DESIGN 
ASSO. LTD. 
2130 South Pacific Ave. 
P.O. Box 577 
Windsor, Ontario 
N9A 6M6 
(519) 258-5252 


CE CANSULT LIMITED 
275 Duncan Mill Road 
Don Mills, Ontario 
M3B 3H9 
(416) 445-9431 


vE CARRUTHERS & WALLACE LTD. 
Consulting Engineers 
34 Greensboro Drive 
Rexdale, Ontario 
MOW 1E1 
(416) 245-5050 


K. CHAN ARCHITECT 
696 Yonge St. 
Suite 304 
Toronto, Ontario 
M4Y 2A7 
(416) 967-3665 


CE J. 


CE HOWARD D. CHAPMAN, HOWARD V. 
WALKER ARCHITECTS 
416 Moore Avenue 
Toronto, Ontario 
M4G 1C9 
(416) 425-1234 


Ge, CHRYSLER & LATHAM 
CCL Consultants 
Cumming - Cockburn Assoc. Ltd. 
145 Sparks Ave. 
Willowdale, Ontario 
M2H 285 
(416) 497-2929 


GE CLIFFORD, LAWRIE, BOLTON, 
RITCHIE ARCHITECTS 
1251 Yonge St. 
Toronto, Ontario 
M4T 1W7 
(416) 924-1481 


E COMSTAT CONSULTING SERVICES 
LTD. 
66 Slater St. 
Suite 1701 
Ottawa, Ontario 
KIP 6H9 
(416) 238-3537 


CE COSBURN GIBERSON CONSULTANTS 
INC. LANDSCAPE ARCHITECTS 
7321 Victoria Park Ave. 
Suite 104 
MarKham, Ontario 
L3R 278 
(416) 495-6988 


Ottewell Curling Club, 

Edmonton 

Kenilworth Arena, Edmonton 
Recreation Centre, Fort 
Saskatchewan 

Kinsmen Athletic Field, Drayton 
Valley, Alberta 

Indoor Pool, Saskatoon 


Culture and Recreation 
Feasibility Study, Township 
of Glamorgan 

Culture and Recreation Feasi- 
bility Study, Municipality of 
Galway Cavendish 


White Oaks Pool, Oakville 
Dundas Indoor Pool, Dundas 
Arnprior Community Centre, 
Arnprior 

Kirkland Lake Community Centre, 
Kirkland Lake 

Lindsay Recreation Complex 


St. Michael's College Sports 
Field 

Tam O'Shanter Recreation Centre 
Mayfair Tennis Club 

Newmarket Municipal Pool 

Mount Norquay Ski Area, 

Alberta 


Recreation & Athletic Building, 
Univ. of Western Ontario, London 
Sports Complex, Dalhousie Univ. 
Brockville Auditorium 

Centennial Park Arena and 
Auditorium, Brantford 

St. Mary's Arena 


Woodgreen Community Centre 
Renovation and Addition 

Special Education and Sports Complex 
Feasibility Study, Huntsville 

Camp Recreation Bldg., Gore Bay 
Proposed Racquet Club, Toronto 


Huron Park Arena, Scarborough 
Clairlea Arena, Agincourt 
Glanwatsord Arena, Agincourt 
Birchmount Municipal Pool, 
Scarborough 

Univ. of Toronto Athletic Complex 
Feasibility Study 


Black Creek Pioneer Village 
Victoria Hall, Cobourg 
Hinchinbrooke Conservation Area 
Elmira Park, Elmira 

Nepean Waterfront Park, Nepean 


Study of Aquatic Park, Toronto 


1976 Survey of Fitness ,Recreation 

and Sports, Health and Welfare 
Canada 

National Museums Visitor Surveys, 

National Museums Canada 

1978 Survey of Canadians and the 

Arts, Secretary of State. 

Relationship between supply of 

and demand for cultural facilities, 

Secretary of State 


St. Michael's College Athletic 
Field, Toronto 

Pickering Museum, Pickering 
Tennis courts, Bayview Golf and 
Country Club 

Maple Ridge Park and Open Space 
System, Pickering 

Richvale Greenway, Richmond Hill 
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GHRALD B. COX ARCHITECT 
73 Fisher St. 
North Bay, Ontario 
P1B 2C9 
(705) 472-8350 


CRANG & BOAKE ARCHITECTS 
85 Valleybrook Drive 
Don Mills, Ontario 
M3B 2S6 
(416) 449-1203 


DAMAS AND SMITH LIMITED 
Planners, Engineers & 
Project Managers 
265 Yorkland Boulevard 
Willowdale, Ontario 
M2J 185 
(416) 491-0111 


rc 


3680 Rue de la Montagne 
Montreal, Quebec 

H3G 2A8 

(514) 281-1822 


THEODORE DAVIDSON ARCHITECT 


7 Jackes Ave. 
Suite 1003 
Toronto, Ontario 
M4T 1E3 

(416) 925-3732 


LUDMILA DEJMEK 
Architect & Engineer 
30 Blair Road 
Cambridge, Ontario 
N1S 2H6 
(519) 621-1233 


DELCAN 


De Leuw Cather, Canada Ltd. 


Consulting Engineers and 
Planners 

133 Wynford Drive 

Don Mills, Ontario 

M3C 1K1 

(416) 441-4111 


DELOITTE, HASKINS & SELLS ASSOC. 


Management Consultants 
3200 Royal Trust Tower 
P.0. Box 283 


Toronto - Dominion Centre 


Toronto, Ontario 
M5K 1K4 
(416) 368-7671 


A.J. DIAMOND ASSOCIATES 
Architects and Planners 
322 King Street West 
Toronto, Ontario 
M5V 104 
(416) 863-0422 


M 


-M. DILLON LIMITED 
Consulting Engineers & 
Planners 

495 Richmond Street 
London, Ontario 

N6A 5A9 

(519) 438-6192 


-J. D'AMORE AND ASSOCIATES LTD. 


Bracebridge Memorial Arena 
Addition 

West Ferris Memorial Arena 
Addition 

Memorial Gardens Arena Addition, 
North Bay 

YMCA Gym and Squash Court, 

North Bay 


Ontario Sports Training Centre Proposal 
Metro Zoo, Scarborough 

Terrace Mutual Street Arena Renovation 
Glen Abbey Golf Course 

Bayview Country Club 


Portapark, Winnipeg 

Sabaskong Gymnasium 

Waterfront Park Plan, Winnipeg 
Harmony Creek Linear Park, 
Oshawa 

Caledon Ski Club, Orangeville 


Ten Year Recreation Plan, 

March Township 

Community Recreational Facility Plan, 
Kingston 

Parks and Recreation Development Plan, 
Oakville 

Long range planning - Canada, Fitness 
and Amateur Sport 

Training symposium for Ontario 
Ministry of Culture and Recreation 

on community development 


Construction Management, 
Centre Etienne Desmarteau, 
Montreal 


Woodville Community Centre 
Creemore Community Centre 


Track and Field Facilities and 
Tennis Courts, 1977 Canada Games, 
St. John's 

Football Fields and Tennis Courts, 
Carleton University, Ottawa 

Design and Upgrading of Athletic 
Facilities, Township of Gloucester 
Design and Supervision of Running 
Track and Infield Facilities, 

1981 Canada Games, Thunder Bay 


R.M.S. Segwun, operational study 
Nipissing 96 Mine Attraction, 
feasibility study 

Wild Animal Park - Moose Jaw 

Yukon Tourism Development Strategy 
Sports and Recreation Complex, 
economic feasibility study, Toronto 


Parks and Recreation Study, Chatham 
Heritage District Designation Study, 
Ancaster 

Woodstock Library & Art Gallery 
Tertiary Plan and Heritage District 
Study, Unionville 

Feasibility study for Gerrard 

library, leading to actual renovations, 
Toronto 


Stratford Theatre - lighting 
and sound installation 
Strathroy Arena, Strathroy 
Smooth Rock Falls Arena 
Gatchell Indoor Pool, Sudbury 
Barrydown Arena, Sudbury 








CE DODDS TOMLINSON AND 
ASSOCIATES INC. 
Landscape Architects 
33 Yonge St. South 
Aurora, Ontario 
L4G 3H4 
(416) 884-2851 


GE DUBOIS AND ASSOCIATES 
ARCHITECTS 
76 Richmond St. East 
Toronto, Ontario 
MS€ Pi 
(416) 363-1103 


CE DUNLOP FARROW AITKEN 
Architects Engineers 
Planners 
200 Adelaide Street West 
Toronto, Ontario 
M5H 1W7 
(416) 361-1588 


CE DU TOIT ASSOCIATES LTD. 
47 Colborne St. 
Suite 201 
Toronto, Ontario 
M5E 1P8 
(416) 864-1876 


CE THE ECE GROUP 
Consulting Engineers 
205 Lesmill Road 
Don Mills, Ontario 
M3B 2V1 
(416) 449-1030 


CW ECOLOGICAL SERVICE FOR PLANNING 
LTD. 
40 Norwich Street East 
Guelph, Ontario 
N1H 2G6 
(519) 836-6050 


CE ECOLOGISTICS LIMITED 
Environmental and Rec. 
Planning 
133 Wynford Drive 
Don Mills, Ontario 
M3C 1K1 
(416) 441-4111 


CW ECOPLANS LTD. 
Environmental Planners and 
Consulting Ecologists 
544 Conestoga Road West 
Waterloo, Ontario 
N2L 4E2 
(519) 884-7200 


‘ 


=.D.A. COLLABORATIVE INC. 

Parks and Open Space Planning 
356 Queen St. W. 

Toronto, Ontario 

M5V 2A2 

(416) 362-6647 


CE 


GE ELLARD WILLSON LIMITED 
Consulting Engineers 
3640 Victoria Park Ave. 
Willowdale, Ontario 
M2H 3B2 
(416) 497-2520 


E ELLWOOD HENDERSON GRAHAM-SMITH 
Architects 
331 Somerset Street West 
Ottawa, Ontario 
K2P 0J8 
(613) 233-2441 


ee 


Mono Cliffs Provincial Park 
Master Plan 

Special User Facility Study, 
Kanaskis Provincial Park, 
Alberta 

LaVase Park Feasibility Study, 
North Bay 

Georgina Civic Centre 
Recreation Complex 
Children's Play Areas, 

Sault Ste. Marie 


Grand River Cable Television 
Building 

Lakefield College School Master 
Plan and Residence 


Century Gardens Recreation Centre, 
Brampton 

Mississauga Valley Community Centre 
Constance Lethbridge Centre for 
Occupational Therapy & Rehabilitation, 
Montreal 

Glebe Community Centre Renovations, 
Ottawa 


Erin Mills Recreation Master Plan 
Ajax Recreation Master Plan 


YMCA, Stratford 

YWHA, North York 

Toronto Swimming Pool, Kew Beach 
Gravenhurst Arena 

RCAF Physical Training Bldg., 
Camp Borden 


Rondeau Park, North Shore 
Lake Erie 

Pakaskwa National Park Study 
of Camp Ground Development 
Pre-design Silver Creek 
Conservation Park, Georgetown 


Saskatoon Fitness Park 

Canada Games Activities Planning, 
Newfoundland 

Commonwealth Games Activities Planning 
Max Bell Memorial Centre, Calgary 
Garden Allotments Study, National 
Capital Commission 


Aquatic Park (Toronto Outer Harbour) 
Port Aberdeen Recreational 

Community Impact Analysis 

Schneider Creek, Open Space Study, 
Kitchener 

Kitchener Parks and Open Space study 
Hamilton-Wentworth Waterfront study 


Markham Civic Centre and Park 
Sagewood Campground, Collingwood 
DOFASCO Recreation Facilities, 
Saltfleet 

Open space and recreation design, 
Regent Park, Toronto 

North Bendale Detention Pond and 
Park Rehabilitation, Scarborough 


Centre Island, Toronto 

Recreation Area, Area F, 

Expo. 67 

Bolton Camp, Recreation 
Sunnybrook Farm, Recreation Area, 
Toronto 


Bishops University Athletics 
Complex, Lennoxville, Quebec 
YM-YWCA, Montreal 
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PETER R. ELSON 


Physical Fitness Consultant 


102 Adelaide St. East 
Toronto, Ontario 

M5C 1K9 

(416) 362-4538 


ENARCO DESIGN DEVELOPMENT 
ASSOC. LTD. (LOARING GROUP) 
2130 South Pacific Avenue 
P.O. Box 577 
Windsor, Ontario 
NSA 6M6 
(519) 258-5252 


FENCO CONSULTANTS LIMITED 
1 Yonge Street 
Toronto, Ontario 
M5E 1E7 
(416) 361-4722 


FILER CONSULTANTS LIMITED 
Consulting Engineer 


P.O. Box 55 
Ancaster, Ontario 
L9G 3L3 


(416) 628-8611 


FITNESS MANAGEMENT INC. 
69 Regina St. N. 
Waterloo, Ontario 
N2J 3A6 
(519) 885-2030 


LOUIS K. FLEMING & ASSOCIATES 


Cultural & Recreational 
Consultants & Planners 
Suite 206, 25 Bedford Rd. 
Toronto, Ontario 

M5R 2K1 

(416) 921-3565 


HENRY FLIESS & PARTNERS 
ARCHITECTS 
1129 Leslie St. 
Don Mills, Ontario 
M3C 2K5 
(416) 445-1136 


FLOYD & GERRARD 
Landscape Architects 
193 Parkside Dr. 
Toronto, Ontario 
M6R 2Z1 
(416) 536-1617 


FODOR ENGINEERING LTD. 
Consulting Engineers 
111 Avenue Rd. 

Suite 700 
Toronto, Ontario 
M5R 3L7 

(416) 924-7401 


JAKE FOWELL 
Architect 
56 Berkley Street 
Toronto, Ontario 
M5A 2W6 
(416) 363-9907 


= 


.A. FRASER ARCHITECT 
302 Ouellette Ave., 
Suite 302 

Windsor, Ontario 
N9A 1A7 

(519) 256-1881 


400 Club, Calgary 


Hospital Auxillaries Assoc. of Ontario 


University of Toronto 


International Hockey Coaches Symposium 


General Foods Ltd., Toronto 


See Canadian Swimming Poo] 
Design Assoc. Ltd. 


Mount Allison Univ. Athletic 
Centre 

Moncton Coliseum, New Brunswick 
Forest Hills Recreation Centre 
Graydon Hall Manor, Toronto 
Marina, Barrie 


Hamilton Place, Hamilton 

Ancaster Aquatic Centre, 

Ancaster 

Westmount Swimming Pool & 
Gymnasium, Hamilton 

Lawfield Arena, Hamilton 
Huntington Park, Community Centre, 
Hamilton 


Mutual Life of Canada, Waterloo 
Champion Road Machinery, Goderich 
ESSO Resources of Canada 

Gore Mutual Insurance, Cambridge 
Texaco of Canada Ltd., Calgary 


Oshawa Performing Arts Centre, 
Feasibility Study 

St. Catharines Performing Arts, 
Centre Feasibility Study 


Rossland Park Community Centre, 
Oshawa 

San Tropez Community Centre, 
Mississauga 

Main Square Community Centre, 
Toronto 

Howden Park Community Centre, 
Chinguacousy 


Pier 4 Park, Harbourfront, 
Toronto, Ontario 

Upper Canada College, Toronto 
Four Seasons Pacific Centre, Roof 
Garden, Vancouver 

Globe Hotel, period restoration, 
Rosemount, Ontario 


Expo '67 World Exposition 
Corp., Montreal, Quebec 
Ontario Science Centre, 
Reflecting Pool 

Athletic Building, Univ. of 
Western Ontario, London 
Ryerson Community Pond, 
Toronto 


Queen's squash club, Collingwood, 
Ontario 


Mic Mac Park Facilities Building, 
Windsor 

Student Centre Building, Univ. 

of Windsor 

Childrens' Rehabilitation Centre, 
Recreation Area, Essex County, 
Windsor 
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TREVOR P. GARWOOD-JONES 
ARCHITECTS, ENGINEERS, PLANNERS 
185 Young St. 
Hamilton, Ontario 
LSN- 1V9 
(416) 528-0468 


GIFFELS ASSOC. LIMITED 
Consulting Engineers 
30 International Boulevard 
fexdale, Ontario 
MOW 5P3 
(416) 675-5950 


GLOS ARCHITECT - ENGINEERS 
1170 Pelissier 
Windsor, Ontario 
NSA 4L9 
(519) 252-8355 


A.J. GRAHAM ENGINEERING 
CONSULTANTS LTO. 
Engineers and Planners 
Box 917, R.R. =5 
Ottawa, Ontario 
K1G 3N3 
(613) 822-1052 


D.W. GRAHAM ASSOCIATES 
Landscape Architects 
1540 Raven Avenue 
Ottawa, Ontario 
KIZ 7¥9 
(613) 725-1055 or 1542 


GRAHAM BACON WELTER 
Architects and Consultant 
Engineer 
179 South Algoma St. 
Thunder Bay, Ontario 
P7B 3C1 
(807) 344-5721 


GREER GALLOWAY & ASSOCIATES LTD. 
Consulting Engineers 
973 Crawford Drive 
Peterborough, Ontario 
K9J 3X1 
(705) 743-5780 


ROBERT L. GREIG 
Architects 
37 Main St. N. 
Markham, Ontario 
L3P 1X4 
(416) 294-5781 


GROUP EIGHT ENGINEERING LTD. 
630 Main Street 
Hamilton, Ontario 
L8M 1J7 
(416) 525-6069 


GRUENWOLD, COPELAND AND ASSOC. 
LTD. 

Landscape Architect 

43 Eccles Street 

Ottawa, Ontario 

KIR 683 

(613) 232-3429 


GUGULA SMEDLEY BARBAN 
ARCHITECTS ENGINEERS 
123 East/St. 
Sault Ste. Marie, Ontario 
P6A 3C7 
(705) 254-1402 


Hamilton Place Theatre-Auditorium 
Art Gallery of Hamilton 

Dundas Centre for the Arts 

Mohawk College Tennis Club 
Hillside Racquet Club, Ancaster 


Univ. of Waterloo Recreation 
Facilities 

Univ. of Guelph Recreation 
Facilities 

Bronte Park, Bronte 
Recreational Centre planning 
study, Sarnia 


Adie Knox Community Centre and 

Arena - Windsor 

Belle River District Arena, 

Belle River 

YM-YWCA renovations and additions, 
windsor 

University of Windsor, School of 
Physical and Health Education Blag., 
Windsor 


Metcalfe Arena and Community 
Centre Hall 

Almonte Arena and Community 
Centre Hall 

Almonte Curling Rink 
Manotick Complex 


Parks and Recreation Master 
Planning, Hawkesbury 

Master Planning and detailed 
Waterfront Park Plan, Nepean 
Master Plan for Park Development 
and Park Plans, Renfrew 

Canadian Pavilion, Expo ‘67 
National Capital Equestrian Centre, 
Ottawa, Ontario 


Conferation College Squash 
Facility, Thunder Bay 

Courtside Ltd., Squash Racquet 
Club, Thunder Bay 

Chopples Golf Club, Thunder Bay 
Thunder Bay Art Centre Proposal 
Old Fort William Master Plan 


Arnprior Recreation Facility Study 
North Hastings Swimming Pool 
Feasibility Study 
Burleigh-Anstruther and Chandos 
Community Centre Study 

Carleton Place High School Sports 
Field Feasibility Study 


Prairie Wildlife Centre, Sask. 
Recreation Bldgs. Awenda Provincial 
Park, Penetang 


Wye Marsh Centre Renovations, Midland 


Modular Visitor Centre Study, Ottawa 
Interpretive Plan for Reifel Island, 
Vancouver 


Sir Wilfred Laurier Pool, Hamilton 
Anjela Coughlan Pool, Burlington 
Hester St. Arena, Hamilton 


Thistle Tennis & Curling Club, Hamilton 


Ancaster Racquet Club 


Charlebois High School Sports 
Field, Ottawa 

Rideau Canoe Club, Ottawa 
Rideau North Street Park, 
Kingston 


Bellevue Marina Park Plan, Sault 
Ste. Marie 

Norgoma Marine Park Plan, Sault 
Ste. Marie 

John Rhodes Memorial Centre, Sault 
Ste. Marie 

Algoma Sailing Club Clubhouse, 
Sault Ste. Marie 

Waterfront Development Plan, Sault 
Ste. Marie 
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ROBERT HALSALL & ASSOC. LTD. 
Consulting Engineers 
20 Holly Street 
Suite 206 
Toronto, Ontario 
M4S 2E6 
(416) 487-5256 


HANSCOMBE ROY ASSOC. 
Suite 2301 
Two Bloor St. W. 
Toronto, Ontario 
M4W 3E2 
(416) 961-8601 


HENDERSON,PADDON AND ASSOC. 
LTO. 


Civil Engineers 

945 Third Ave. East 
Suite 212 

Owen Sound, Ontario 
N4K 2K8 

(519) 376-7612 


HILL AND BORGAL 
Architects and Planners 
SS Elgin’ st. le. 
Goderich, Ontario 
N7A 1K2 
(519) 524-6546 


HORTON AND BALL 
Walter, Fedy, McCargar, 


Hachborn Architects and Eng. 


546 Belmont Ave. W. 
P.O. Box 368 
Kitchener, Ontario 
N2G 3Y9 

(519) 576-2150 


HGUGH, STANSBURY & MICHALSKI 
LTD. 
63 Galaxy Blvd. Unit 1 
Rexdale, Ontario 
MOW 5R7 
(416) 675-6353 


G2 


-D. HOWE CENTRAL LTD. 
Consulting Engineers 
95 N. Cumberland Street 


PLO Boxe 3225 
Thunder Bay, Ontario 
P7B 566 


(807) 344-7218 


J. G. HRENO ARCHITECT 


1110 Ouellette Ave. 
Windsor, Ontario 
N9A 1C9 

(519) 253-7201 


Addition to Royal Ontario Museur 
Nepean Sportsplex, Ottawa 
Ontario Track & Field Training 
Centre, York University 
Mississauga Valleys Community 
Centre Complex 

Gravenhurst Centennial Arena 


Hamilton Place Cultural Complex - 
cost planning and cost control 

Metro Toronto Zoological Park - pre 
& post contract cost planning and 
cost control services 

Vaughan Theme Park, Maple, Ontario - 
cost control, time scheduling and 
Management support services 


Harrison Park Pool Rennovations, 

Owen Sound 

Duncan McLellan Park Bldg., Owen 

Sound 

J. Diefenbaker Sec. School Sports 
Field, Hanover 

Baseball and Tennis Courts, Port 

Elgin 

Victoria Park Sports Field, Owen 

Sound 


Restoration of Clinton Town Hall, 
Clinton, 

Restoration of Goderich Town Hall, 
Goderich, 

Restoration of Kincardine Town 
Hall, Kincardine, 

Exeter Town Hall restoration, 
Exeter, 

Stratford Boat House and Tourist 
Centre, Stratford 


Breithaupt Centre, Kitchener, 
Wilfred Laurier Recreational Complex 
Conestoga College Recreation Complex 
Waterloo Figure Skating Arena, 
Waterloo 

Guelph Recreational Complex 


Frank Cherry Park, Thunder Bay 

Metro Windsor Waterfront Study 

Ajax Marina, Lake Ontario Master Plan 
Ontario Place, Toronto - Recreational 
Master Plan and Implementation 

Last Mountain Lake, Regina ,Sask., 
Recreational Master Plan 


Dewe-Granville Arena, Thunder Bay 
Port Arthur Civic Arena 
Ski Chalet, Atikokan 


Pioneer Village and Historical 
Vehicle Museum, Essex County 

Essex County Agricultural and 
Recreational Centre, Windsor 
School Pools and Gymnasiums, 
\lindsor 

North American Black Historical 
Museum, Amherstburg 

Riverside Centennial Pool, Windsor 





CE IBI GROUP 
Architects, Engineers, 
Planners 
156 Front St. West 
6th Floor 
Toronto, Ontario 
i 
(416) 56-1930 


CE INDUCON CONSULTANTS OF CAN. LTD 
Consulting Engineers 
250 Consumer Road 
Willowdale, Ontario 
M2J 4V6 
(416) 494-2800 


CE 


> 


-M. INGLESON ASSOC. 
Architects & Site Planners 
1 Valleybrook Drive 

Don Mills, Ontario 

M3B 2S7 

(416) 447-5511 


CE INSTITUTE OF ENVIRONMENTAL 
RESEARCH INC. 
Planning & Research 
834 Yonge Street 
Suite 301 
Toronto, Ontario 
M4W 2H1 
(416) 922-2704 


CE JACKSON YPES ASSOCIATES 
Architects Engineers 
5382 Yonge Street 
Willowdale, Ontario 
M2N 5R5 
(416) 222-1161 


SW JOHNSON, McWHINNIE, ARCHITECTS 
2835 Kew St. 
Windsor, Ontario 
N8T 3B7 
(519) 944-6015 


CE JOHNSON SUSTRONK WEINSTEIN & 
ASSOC. LTD. 
Eng. & Landscape Architects 
819 Yonge Street 
Toronto, Ontario 
M4W 2G9 
(416) 924-1191 


SW JAMES H. JORDEN ARCHITECT 
15 Grand Avenue West 
Chatham, Ontario 
N7M 5K5 
(519) 352-2010 


Lake Louise Site Master Plan, 
Alberta 

Design of Lake Louise Visitors 
Reception Centre Alberta 
Tourism and Recreation Plan, 
Patricia/Rainy River Area 
Development Program, 
Recreational Harbours, Mari- 
times 
Northwestern Ont. 
Industry Study 


Tourism 


Lagoon City, Resort Community, 
Lake Simcoe 

Fitness Institute, Toronto 
Mountainside Arena, Burlington 


Stephen Leacock Educational - 
Recreational Complex, Scarborough, 
Dofasco Recreation Centre, 

Hamilton, 

Centennial College Complex. Progress 
Campus, Scarborough, 

Huron Park, Recreationa! Complex, 
Edmonton, Alberta 


Urban Open Space Guidelines Study 
Pickering Airport Impact Study 

Barrie Recreation Master Plan 
Oakville Parks and Recreation Master 
Plan 

Timmins Recreation and Culture Master 
Plan 


Lawrence Heights Community Centre, 
Toronto 

Arena & Community Centre, Newcastle 
Ice Rink & Pool, Goulding Park, 
North York 

Ice Rink & Pool, Ledbury Park, 
North York 


Cleary Auditorium & Memorial 
Convention Hall, Windsor 

Riverside High School Athletic 
Complex, Windsor, Ontario 

Central Main Library building, 
Windsor 

Consortium with others for St. Clair 
College of Applied Arts & Technology, 
Physical Education Centre 

Review for renovation of Old Willestead 
Art Gallery, Windsor 


Metropolitan Toronto Zoo 
Mitchells Bay Marine Park, 
St. Clair River 

Erindale Park, Master Plan 
Mississauga 

Metro Waterfront Smal] Craft 
Harbour Study 


Pines Athletic Facilities, 
Chatham 

YMCA Phase 3, Chatham 

wheels Motor Inn Pool, Chatham 
Oaks Motor Inn Pool, Wallaceburg 
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HAROLD D. KALMAN 
Suite 19 
46 Elgin St. 
Ottawa, Ontario 
KIP 5K6 
(613) 238-4607 


KELTON LACKA RUDDOCK ARCHITECTS 
PLANNERS 

85 East Mall 

Toronto, Ontario 

M8Z 5W4 

(416) 251-5271 


HAMILTON KEMP ARCHITECTS 
47 Colborne Street 
Suite 307 
Toronto, Ontario 
M5E 1P8 
(416) 363-3357 


KENLOCH COMPANY 
Swimming Pool Specialties 
76 Howden Road 
Scarboro, Ontario 
MIR 3G3 
(416) 752-8008 


KILBORN LIMITED 
Consulting Engineers 
36 Park Lawn Road 
Toronto, Ontario 
M8Y 3H8 
(416) 252-5311 


M.H. KILPATRICK ASSOCIATES LTD. 
Community Planners, 
Engineers 
Suite 1100 
2 Lansing Sq. 
Willowdale, Ontario 
M2) 4P8 
(416) 491-3292 


KLEIN & SEARS 
Planning Architecture 
147 Davenport Road 
Toronto, Ontario 
M5R 1J1 
(416) 922-2011 


KLEINFELT CONSULTANTS LTD. 
Consulting Engineers 
P.O. Box 608 
7665 Hurentario St. 
Brampton, Ontario 
L6V 2L6 
(416) 451-3900 


KNOX MARTIN KRETCH LTD. 
Consulting Engineers, 
Planners & Landscape 
Architects 
1 City Centre 
Bramalea, Ontario 
L6R 3R6 
(416) 459-4780 


G. KORMOS & ASSOCIATES 
Consultants - Parks & Rec. 
1770 Paris St. 

Suite 812 
Sudbury, Ontario 
P3E Ses 

(705) 522-7986 


KYLES, KYLES & GARRETT 
Architects 
165 Huron Street 
Stratford, Ontario 
N5A 5S9 
(519) 271-9230 


See Associated Consultants 


Italian Culture and Recreation 
Centre, Toronto 
Whitchurch-Stouffville Community 
Centre Feasibility Study 


Cambridge Memorial Arena 


Old Cheese Factory Theatre Renovation, 


Ottawa 
Oshawa Ski Club, Orono 
Lake Louise Resort Proposal, Banff 


Bathhouse and Pool, Bowmanville 
Ridgetown Community Pool 

Ajax Community Centre Indoor Pool 
Leaside Memorial Gardens Indoor 
Pool 

Bathhouse and Pool, Newcastle 


Timber Town, Ottawa Valley Services 


and Planning for the Min. of Industry 


and Tourism 

Study of potential recreational use 
of government docks, Dept. of 
Environment 


Kanata park system, Ottawa 
Beechwood park system, Waterloo 
Orleans park system, Ottawa 
Toronto Squash Club 

Seneca College arena and gymnasium 
complex 


Guelph Civic Museum, Guelph 
Longwoods Rd. Resource Centre, 
London 

Walpole Island Resource Centre, 
Walpole Island 

Yorkwoods Village Community Centre, 
North York 

Wilmington Park Community, 

North York 


Buttonwood Recreation Community 
Master Plan 

Huron County Recreational Open 
Space Plan 

Essex County Recreation and Open 
Space Plan 

Chantecler Recreation Master Plan 
Mt. Echo Ski Resort Master Plan 


Kinoak Arena, Oakville 

Victoria Park Arena, Brampton 
Soper Park Pool, Cambridge 

Owen Sound Park and Reservation 
Study 

Heber Down Conservation Area 


Feasibility Study and Report - 
Recreation Complex - Pickering 

Parks and Recreation Master Plan - 
Walden 

Recreation Needs Study - Georgian 
College - City of Barrie 

Recreation Master Plan, North Simcoe 
County 

Feasibility Study - Fitness Clinics 
Ministry of Culture and Recreation 


Kincardine Community Centre 
Mitchell Arena 

Dufferin Park Arena, Stratford 
Port Elgin Swimming Pool 
Stratford Tennis Club 
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LAFONTAINE, COWIE, BURATTO 
ASSOC. LTD. 
Consulting Engineers 
3260 Devon Drive 
Windsor, Ontario 
N8X 4L4 
(519) 966-2250 


LAND DESIGN COMPANY 
500 Barrydowne Road 
Sudbury, Ontario 
P3A 373 
(705) 566-4014 


LAVENTHOL & HORWATH 
Management Consultants 
Suite 700 
120 Adelaide St. W. 
Toronto, Ontario 
M5H 1T6 
(416) 862-7900 


LEE ELKEN BECKSTED FAIR 
Architects 
207 Queen's Quay West 
Toronto, Ontario 
M5J 1A7 
(416) 364-9458 


J.O0. LEE ENGINEERING LTD. 
Consulting Engineers 
1155 Division Street 


P.O. Box 1267 
Kingston, Ontario 
K7L 4Y8 


(613) 544-4161 


LEMAN ARCHITECTS PLANNERS 
87 St. Nicholas St. 
Toronto, Ontario 
M4Y 1W8 
(41€) 964-1833 


LEMAN GROUP INC. 
Consultants on Human 
Settlements 
87 St. Nicholas St. 
Toronto, Ontario 
M4Y 1W8 
(416) 964-1865 


LETT SMITH ARCHITECTS 
47 Colborne St. 
Toronto, Ontario 
M5E 163 
(416) 366-5882 


LEVY, COUGHLIN PARTNERSHIP 
2 St. Clair Ave. East 


Suite 1402 
Toronto, Ontario 
M4T 275 


(416) 961-3852 


LOARING GROUP 
See 


Aquatic Consultants Incorporated 


West Lorne Arena, Village of 

West Lorne 

Roseland Curling & Golf Club 
Windsor 

Blenheim irena, Blenheim 

Tennis Courts for Parks & Recreation 
Windsor 


Pickering Recreation Study, 
Pickering, 

Howland Recreation Centre, Little 
Current, 

Sudbury Stadium Relocation, 
Sudbury, 

Ottawa-Nepean Tent and Trailer Park 
Master Plan 

Laurentian Track and Field, 
Sudbury, 


Feasibility study on development of 
North York YMCA 

Food services review for U. of T. 
Development analysis for Mont 

St. Anne recreational and hotel 
facilities 

Development of commercial facilities 
at Ontario Place 

Feasibility study on casino hotel on 
the $.S. France in Montreal Harbour 


Etobicoke Olympium 
Dual Surfaced Arena, 


Etobicoke 

Community Centre Addition, 
Ajax 

Woodbridge Community Pool, 
Vaughan 


Pool and courts addition, 
Athletic Centre, St. Francis 
Xavier Univ., Nova Scotia 


W.J. Henderson Recreation Centre, 
Ernestown 

Cooks Youth Centre, Kingston 

Vell Park Tennis Courts, Kingston 
Tweed Hungerford Community Centre 
Study 


Arts Centre, Acadian Univ., 

Nova Scotia 

Amesbury Park Community Centre, 
North York 

Riverdale Park Building, Toronto 
Stouffville Centennial Square 
National Library, Belgrade, 
Yuaoslaia 


Civic Design Study, Metropolitan 
Toronto 

Arts Centre, Acadia liniversity, 
Nova Scotia 

Chinguacousy Township Land 

Use Study 


Grand Theatre, London, 

Restoration and Renovation 

Adelaide Court, restoration of 
building for theatre use, Toronto 
Huron Country Place, Grand Bend 
Feasibility study for Shaw Festival, 
Niagara-on-the Lake 

Feasibility study, Phoenix Theatre, 
Toronto 


Capital Priorities Review- 
empirical analysis, Ministry 
of Culture and Recreation 
Evaluation of Fitness 
Ontario Program, Ministry of 
Culture and Recreation 
Recreation Master Plan, City 
of Nepean 


Canadian Swimming Pool Design Assoc. Ltd. 
Enarco Design Development Assoc. Ltd. 
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MACDONALD AND ZUBEREC 


Architects 

39 Queen St. 

St. Catharines, Ontario 
L2R 566 

(416) 685-6506 


WILLIAM R. MACK 


Architect 

120 Sydney Street 
Cornwall, Ontario 
K6H 3H2 

(613) 932-5735 


JAMES F. MACLAREN LIMITED 


Planners & Scientists 
320 Adelaide St. South 
London, Ontario 

N5Z 3L2 

(519) 686-5711 


MACLENNAN ASSOCIATES, 
ARCHITECTS 


Suite 101 

275 Ontario Street 
Kingston, Ontario 
K7K 2X5 

(613) 544-0092 


MACPHERSON, WALKER, WRIGHT 
ASSOC. LTD. 


Planning Consultants 
Suite 303 

1670 Bayview Ave. 
Toronto, Ontario 
M4G 3C2 

(416) 487-4421 


HOWARD M. MALONE ASSOC LTD. 


Planning Consultants 
1262 Don Mills Road 
Suite 78 

Don Mills, Ontario 
M3B 2W7 

(A1K\ 445-1372 


MARANI, ROUNTHWAITE AND 
DICK 


> 


Architects and Engineers 
112 Merton St., Suite 400 
Toronto, Ontario 

M4S 229 

(416) 486-6221 


.E. MARGETTS, ARCHITECT 


24 Queens Ave. 
Leamington, Ontario 
N8H 3G6 

(519) 326-8555 


MARK, MUSSELMAN, McINTYRE, 
COMBE ARCRITECTS 


127 Brant Ave. 
Brantford, Ontario 
N3T 3H5 

(519) 756-6331 


JEROME MARKSON, ARCHITECTS 


1€1 Davenport Road 
Toronto, Ontario 
MBR 1J1 

(416) 920-3131 


MARSHALL MACKLIN MONAGHAN 
LTD. 


Consulting Engineers 
Surveyors Planners 
275 Duncan Mill Road 
Don Mills, Ontario 
M3B 2Y1 

(416) 449-2500 


Dunlop Drive Senior Citizens Centre, 
St. Catharines 

St. Catharines Tennis Club 

Port Weller Community Centre 

Haig Bowl Arena, St. Catharines 
Rodman Hall Arts Centre Addition, 
St. Catharines 


Recreation Centre Proposal, Morrisbura 
Matilda Township Community Hal] 

Dixons Corners 

Newington Curling Club, Newington 

Long Sault Arena 

Bob Turner Memorial Centre, Cornwali 


Metro-Windsor Waterfront Study 
St. Clair-Huron Waterfront Study 
Spohn's Flat Open Space Plan, 
St. Thomas 


Kingston Marine Museum 

Elgin School House, Renovations 
for Senior Citizens Recreation 
Sibbald House Resort, Sutton 
Sunnyside Children's Centre, 
Kingston 


Port Hope Firehall Rehabilitation 
Study 

Exhibition Park Rehabilitation Master 
Plan Study, Toronto 

Heritage Inventories for Claremont and 
Colborne 

Pickering Town Centre Plan 


Victoria Island Tourism Study 
Laurentian Ski Club - Feasibility 
and Site Plan 

Gormley Green Golf Course 


Heritage study, relocation 
and rennovation of Chief 
Justice Campbell Residence, 
Toronto 

Stratford Festival Theatre, 
Stratford 

Expansion of Exhibition 
Stadium, Toronto 

Laurentian University Athletic 
Building and Olympic Pool, 
Sudbury 


Study on recreation needs in 
Leamington 


Feasibility Study, Recreation 
Centre, Cambridge 

Doon Pioneer Village Master Plan, 
Kitchener 

Feasibility Study, Brant Arts 
Centre, Brantford 

Woodman Park Recreation 
Brantford 

Cambridge Central Library 


Centre, 


Jewish Community Centre, North 
York 

O'Connor Community and Day 

care Centre 

Harbour Front Re-development, 
Toronto 

Space program and design, Civic 
Garden Centre, Don Mills 

London Jewish Community 

Centre, London 


St. Michael's College 
Athletic Field, Toronto 
Rockwood Village Parks and 
Open Space System, 
Mississauga 

Pickering Museum, Pickering 
Vaughan Theme Park, Town of 
Vaughan 

Campobello Island Provincial 
Park, New Brunswick 
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MATHERS & HALDENBY ARCHITECTS 


10 St. Mary Street 
Toronto, Ontario 
M4Y 1P9 

(416) 924-9201 


e 


MATSUI, BAER, VANSTONE & FREEMANe 


Architects 

3 Church Street 
6th Floor 
Toronto, Ontario 
M5E 1M2 

(416) 363-5007 


THOMAS McBROOM ASSOCIATES 
7 Pleasant Blvd. 
Suite 206 
Toronto, Ontario 
M4T 1K2 
(416) 967-9329 


DONALD MCCUAIG, ARCHITECT 
424 Hensall Circle 
Mississauga, Ontario 
L5A 127 
(416) 277-3122 


O.£. MCGREGOR & ASSOCIATES LTD. 


Consulting Engineers 
1295 Bellamy Road North 
Scarborough, Ontario 
M1H 1H9 

(416) 438-9725 


G.E. MCGUINTY CONSTRUCTION 
CO. LTD., TENNIS SPECIALISTS 


PO. Box 255: 

North Bay, Ontario 
P1B 8H2 

(705) 474-2220 


McINTOSH AND MOELLER 
ARCHITECTS AND ENGINEERS 
14 Victoria Ave. North 
Hamilton, Ontario 
iUs3 i is} eal 
(416) 528-7557 


ERIC MUMLLLAN INCORPORATED 


Designer, Researcher 
Consultant 


366 Adelaide Street, East 


Toronto, Ontario 
M5A 3X9 
(416) 366-0585 


vas 


-L. MCREYNOLDS LIMITED 


Design Research Consultants 


8710 Yonge Street 
Thornhill, Ontario 
L4J 1W9 

(416) 881-1910 


JOSEPH A. MEDWECKI, ARCHITECT 


147 Davenport Rd. 
Toronto, Ontario 
MB5R 1J1 

(416) 921-2439 


ALEKSANDAR SASHA MILENOV 
ARCHITECT 
178 St. Clements Sve. 
Toronto, Ontario 
M4R 1H2 
(416) 485-3314 


DAVID A.G. MILLS, ARCHITECT 


378 King St. West 
Oshawa, Ontario 
LlJ 2K2 

(416) 579-6911 


MITCHELL & PERRY LIMITED 
Consulting Engineers 
38 Arnold Crescent 
Richmond Hill, Ontario 
L4C 3R5 
(416) 883-1500 


Wilfred Laurier University 
Athletic Complex, Waterloo 

Royal Ontario Museum Addition, 
Toronto 

Hockey Rink, Upper Canada College 


Glen Rocks Resort Community 

Cecil St. Chinese Community 
Centre Renovation, Toronto 
Wallace Emerson Community Centre, 
Toronto 

Pine Point Arena, 
Albion Library, 


Etobicoke 
Etobicoke 


Terra Nova Golf Course, Terra Nova 
National Park, Nfld. 

Muskoka Sands Golf and Ski Club, 
Gravenhurst 

Golf and Country Club, Whitby 

Golf course, Uxbridge 


Oakville Sports Centre Proposal 

Brampton Indoor Pool Proposal 
Mississauga Sports Centre Proposal 
Mayfield Recreation Centre, Chinguacousy 
Malton Arena 


Peterborough Kawartha Downs Race Track 
Thornhill Community Centre, Markham 
Artillery Park Swimming Pool, Kingston 
York University, Glendon Hall Tennis 
Facility 

Orangeville Arena 


Cambrian College Athletic Facilities 
Sudbury 

Tennis Centre, North Bay 

Running Track, North Bay 

Iroquois Falls Tennis Courts 


"Energy conservation in existing 
arenas (Three case studies)," 
Ontario Arenas Assoc. 

Lawfield Arena, Hamilton 


Children's Village, Ontario Place 
Toronto 

Creative Playground Information Kit 
CMHC 

Captain & Kids World, San Diego 
Santa's Village, Bracebridge 

Grand Banks Schooner Floating Museum, 
Newfoundland 


Manitoba Youth Centre 


Pape Ave. Recreation Centre,City 
of Toronto (with McFarland and 
Kohl Architects) 


Goodfish Band Community 
Facility, Goodfish, Alberta 
Concept plan for domed 
stadium, Toronto 

French man's Bay Water and 
Shoreline Development Plan, 
Pickering 

Site planning, Talisman and 
Mansfield Ski Resorts 
Master plan C.A. Pippy Park, 
St. John's, NFLD. 


Milverton Arena 

North Pickering Museum Site 
Planning 

Iroquois Park Swimming Pool, 
Whitby 

Oshawa Art Centre Action 
Proposal 


Upland Ski Area, Thornhil] 

Echo Ridge Ski Area Development 
Proposal, Keraney 

Marina Proposal, Pefferlaw 
Marina Proposal, Keswick 
Treasure Island Arena, London 
Richmond Hill Sports Stadium 
Proposal 





CE 
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MOFFAT & DUNCAN ARCHITECTS 
5052 Dundas Street West 
Islington, Ontario 
M9A 1B9 
(416) 239-2775 


MOFFAT, MOFFAT & KINOSHITA 
Architects, Engineers, 
Planners 
55 Eglinton Ave. East 
Toronto, Ontario 
M4P 168 
(416) 487-1131 


JEAN MONTEITH AND ASSOCIATCS 
LTD. 
Urban and Regional Planning 
Consultants 
82 Wellington St. Suite 3 
London, Ontario 
N6B 2K3 
(519) 433-3907 


MORIYAMA & TESHIMA 
Architects & Planners 
32 Davenport Roed 
Toronto, Ontario 
M5R 1H3 
(416) 925-4484 


MORRISON HERSHFIELD BURGESS 
& HUGGINS LTD. 
Consulting Engineers 
3089 Bathurst Street 
Toronto, Ontario 
M6A 2A4 
(416) 781-1501 


MUNICIPAL PLANNING CONSULTANTS 


400 Mount Pleasant Road 
Toronto, Ontario 

M4S 2L6 

(416) 486-7777 


BARTON MYERS ASSOCIATES 
Architects/Planners 
322 King Street West, 
3rd Floor 
Toronto, Ontario 
M5V 104 
(416) 363-5101 


NIGHTINGALE AND QUIGLEY 
Architects, Planners 
105 Davenport Road 
Toronto, Ontario 
M5R 1H6 
(416) 962-4466 


NISBIT, LETHAM LIMITED 
Consulting Engineers 
198 Water Street 


P.O. Box 67 
Sarnia, Ontario 
N7T 7H8 


(519) 336-4292 


ROSS NORRIS ASSOCIATES 
Planning and Multi- 
disciplinary Services 
701 Evans, Suite 410 
Etobicoke. Ontario 
MOC 1A3 
(416) 622-0627 


NORTHLAND ENGINEERING LTD. 
Consulting Eng. & Planners 
528 Cassells Street 
North Bay, Ontario 
P1B 327 
(705) 474-2720 


e@oeeee 


Sus Ryder Memorial Pool, Etobicoke 
Elmbank Community Centre, Etobicoke 
Study of Reuse of Redundant Schools, 
Etobicoke 


rock Univ. Physical Education 
Centre and Pool, St. Catharines 
York Univ. Track Field Centre 
Koyal Ontario Museum expansion 
frockville Memorial Civic Centre 
Arena 
“Molson Park Master Plan, Barrie 


Curling Club and Squash Club 

ieasibility Study, Campbell ford 
ommunity Services Contribution 
.1.P. Study, Chesley 


Malton Community Centre, 
Mississauga 

Japanese Canadian Cultural Centre, 
Don Mills 

Long Regional] Art Gallery, London 
Guelph Univ. Ice Rink, Guelph 
Ontario Science Centre, Toronto 


Laurentian Univ. Athletic Bldg., 
Sudbury 

Shakesperian Festival Theatre, 
Stratford 

Centennial Park Arena, Etobicoke 
Olympium, Etobicoke 

Ontario Government Pavillion, 
Expo 67, Montreal 


Hwy 401 Picnic Area Proposal 
Niagara Escarpment Scenic 
Drive Feasibility Study 


Citadel Theatre, Edmonton 
Lincoln Park Devt., Calgary 
Brown-Warmbach Ski Village,N.H. 
Limberlost Ski Resort 
Long-range Devt. Plan, 

Univ. of Alberta 


Stelco Sports Complex-design proposal 
Issac Beecher House-museum 
renovations, Brockville 

YMHA renovations, Toronto 

Youthdale Camp site plan and building 
design, Burks Falls 

Victoria Building renovations 

(City Hall), Brockville 


Jogging Path in Canatara, Sarnia 
Rodney Community Centre & Arena 
Glencoe Community Centre & Arena 
Municipal Tennis Courts, Sarnia 
Track & Field, Northern High 
School, Sarnia 


Mono Township Ski Trail 
Trailer camp, Huntsville 
Hotel, convention and shopping 
centre feasibility study, 
Huntsville 


Community Centre and Arena, 
Garson 

Arena, Dryden 

Baseball Diamond, Hearst 
Tennis Court, North Bay 
School Swimming Pool, Timmins 


CW 


CE 


NE 


CE 


CE 


CE 


CE 


CE 


CE 


DAVID AARON NOVICK 
Architect & Planner 
2485 Industrial Street 
Burlington, Ontario 
L7P 1A6 
(416) 681-0303 


NUMBER TEN ARCHITECTURAL GROUP 
BLANKSTEIN, COOP, HANNA, BRIGGS 
4800 Dundas St. W. 
Suite 209 
Islington, Ontario 
MOA 1B1 
(416) 236-1164 


JOHN OSBURN ASSOC. 
Architect 
70 Balsam St. S. 
Timmins, Ontario 
P4N 2C8 
(705) 267-6438 


DERRICK OWEN, ARCHITECT 
187 King Street East 
Oshawa, Ontario 
L1H 1C3 
(416) 576-9917 


PAGE AND STEELE, ARCHITECTS 
2 St. Clair Ave. west 
Toronto, Ontario 
M4V 1M1 
(416) 924-9666 


PARKIN ARCHITECT PLANNERS 
55 University Ave. 
Mezzanine Level 
Toronto, Ontario 
M5J 2H7 
(416) 863-9360 


PARKWAY PLANNING ASSOCIATES 
LTD. 

965 Richmond Road 

Ottawa, Ontario 

K2B 6R1 

(613) 722-4534 


PEAT, MARWICK AND PARTNERS 
Management Consultants 
P.O... Box 3 
Commerce Court Postal Station 
Toronto, Ontario 
M5L 1B2 
(416) 863-3500 


PENTLAND & BAKER ARCHITECTS 
32 Charles St. East 
Toronto, Ontario 
M4S 1T1 
(416) 960-3178 


PETROFF & JERUZALSKI ARCHITECTS 
3640 Victoria Park Avenue 
Willowdale, Ontario 
M2H 3B2 
(416) 497-2450 


Hollywood Gardens, Recreation 
Building, Hollywood, Florida 
Midway Mall Theatre, Miami 
YMCA, Hollywood, Florida 
Beasley Swimming Pool, Hamilton 
Lucayan Towers Bath & Racquet 
Club, Freeport, Bahamas 


Mendel Art Centre and Civic 
Conservatory, Saskatoon, Sask. 
University Centre, University of 
Manitoba, Winnipeg 

Swimming Pool, University of 
Manitoba, Winnipeg 

The Manitcba Theatre Centre, 
Winnipeg 


Virginiatown Arena 

Hearst Sports Centre 

Community Sports Complex, 
Iroquois Falls 

Kirkland Lake Community Centre 
Archie Dillon Sportsplex, Timmins 


Oshawa soccer field change rooms 
Extension of squash courts, 
Oshawa Civic Auditorium Complex 
Lake Manor activity room, 
Beaverton 


Art Gallery of Windsor, Windsor 
Armenian Culture & Recreation 
Centre, Toronto 

O'Keefe Centre for the Performing 
Arts, Toronto 

York University Interdenominationa] 
Centre 

Oak Park Secondary School Pool & 
Sports Centre 


Mississauga Athletic Building 
Seneca College Athletic Bldg. 
and Arena, Toronto 

Tait Mackenzie Athletic Complex 
York University, Toronto 

Bata Shoe Co. Recreation Centre, 
Batawa 

Art Gallery of Ontario, Toronto 


Greenspace study, Lucerne, 
Quebec 

Recreation and greenspace 

master plan for Township of 
Gloucester 

Earl Armstrong Park master plan _ 
Carleton Board of Education 

400 m tracks 

Township of Nepean outdoor pools 


Petrolia Historic Oil Site, 
Petrolia, Ontario 


East York Community Centre 
York University Ice Facilities 
Building, Toronto 

Barrie Community Swimming Pool 
Richmond Hill Golf Club 
Innisfill Township Centennial 
Park 


Chesswood Arena, Downsview 
Westwood Arena, Rexdale 
Meadowvale Recreation Centre 
Mayfair Parkway Racquet Club, 
Markham 

Pinecrest Tennis Club, Ottawa 


CW PHILIPS PLANNING & ENGINEERING 
LIMITED 
3215 Queen Elizabeth Way 
P.O. Box 220 
Burlington, Ontario 
LPR ISVZ 
(416) 335-2353 


NE EDWARD PIOTROWSKI ENGINEERING 
LIMITED, CONSULTING ENGINEER 
1281 Cassells Street 
P.O. Box 524 
North Bay, Ontario 
P1B 8J1 
(705) 472-2536 


CE PLANMAC CONSULTANTS LTD. 
Consulting Eng. & Planners 
3055 Lakeshore Blvd. West 
Toronto, Ontario 
MBV 1K6 
(416) 259-5468 


CW PRACK PARTNERS 
Architects 
36 Hess Street South 
Hamilton, Ontario 
L8P 3N1 
(416) 528-0201 


CE PRINSLOO GRAHAM ASSOCIATES LTD. 
Engineers Architects & 
Site Planners 
60 Rowanwood Ave. 
Toronto, Ontario 
M4W 1Y9 
(416) 922-8940 


CE PROCTOR & REDFERN GROUP 
Consulting Engineers, 
Planners & Environniental 
Scientists 
75 Eqlinton Ave., East 
Toronto, Ontario 
M4P 1H3 
(416) 486-5225 


CE PROJECT PLANNING ASSOCIATES 
LTD 
111 Avenue Road 
Toronto, Ontario 
M5R 3K1 
(416) 925-1411 


E PYE AND RICHARDS, ARCHITECTS 
560 Rochester St. Suite 401 
Ottawa, Ontario 
KIS 4M2 
(613) 236-8801 


CW QUIST CONSULTANTS, DIVISION OF 
M.R. BYRNE & ASSOC. LTD. 
480 Guelph Line 
Burlington, Ontario 
L7R 3M1 
(416) 632-8044 


CE READ, VOORHEES & ASSOCIATES LTD. 


Consulting Engineers & 
Planners 

160 Duncan Mill Road 
Don Mills, Ontario 
M3B 125 

(416) 445-4360 


Beaver Valley Recreation Study 
Inventory of potential recreation 
areas in Niagara region 

Port Perry park plan 

Halton Region Conservation 
Authority recreation facilities 


Little Current Arena & Curling 

Club, Manitoulin Island 

Centennial Pool, YMCA, North Bay 
Sudbury Youth Centre, Crafts & Arts, 
Theatre Arts, Sudbury 

Lord Thompson of Fleet Park 

Football field 


King Township Golf Course 
and Recreation Sub-division 
Caledon Township Solf Course 
and Recreation Sub-division 
Walden Arena, Sudbury 


Commonwealth Games Aquatic Centre, 
Edmonton 

Ivor Wynne Stadium, Hamilton 

YMCA, Hamilton 

Queen's University Recreation Bldg. 
Kingston 

Brantford Aquatic Centre 


Study of Land Use - Boating facilities 
Toronto Park Board 

Programming recreation centre, 

Sarnia 

Lakefront park - Port Credit 


Cobalt-Timiskaming Tourism Feasi- 
bility and Heritage Study 

Oakville Parks and Recreation Master 
Plan 

Timmins Culture and Recreation Study 
Port Franks Ecological-Historical 
Park 

Waterfront Park and Marina Design, 
Thunder Bay 


Guidelines for Public Recrea- 
tion Standards, Ontario 

Open Space and Recreation 

Plan, Meadowvale Newtown 

Dofasco Recreation Centre, 
Hamilton 

Bronte Creek Provincial Park, 
Master Plan 

Halton-Wentworth Waterfront Plan 


Jeanne d'Arc Recreational Centre, 
Orleans 

Pine View Municipal Golf Course, 
Ottawa 

John Mlacak Arena, Kanata 
Manotick Arena 


McMaster Univ. Physical Education 
Complex, Hamilton 

Queen's Univ. Physical Education 
Complex, Kingston 

Hamilton Place 

Mountain Arena, Hamilton 


Transportation study for Central 
Ontario week-end recreational travel 
Potential Marina study of north-shore 
Lake Superior 

Study of Sarnia Marina 
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REID CROWTHER & PARTNERS LTD. 
Consulting Engineers & 
Planners 
220 Duncan Mill Road 
6th floor 
Don Mills, Ontario 
M3B 3J5 
(416) 445-2004 


RETHINK INCORPORATED 
23 Roland Ave. 
Kitchener, Ontario 
N2G 1K5 
(519) 884-4970 


J. L. RICHARDS & ASSOCIATES 
L7D. 
Consulting Eng. & Planners 
864 Lady Ellen Place 
Ottawa, Ontario 
K1Z 52 
(613) 728-3571 


RIEDER, HYMMEN AND LOBBAN 
ARCHITECTS 
272 Queen St. South 
Kitchener, Ontario 
N2G 1W4 
(519) 745-4754 


EDWARD D. RUSSELL 
Architect & Planner 
76 Division St., Suite 206 
Welland, Ontario 
L3B 327 
(416) 732-6184 


NICHOLAS RUSZ & ASSOCIATES LTD. 


Consulting Engineers 
85 The East Mal] 
Toronto, Ontario 
MBZ 5W4 

(416) 255-7321 


MELVIN SATOK ARCHITECTS 
Sheppard Mews 
3975 Chesswood Drive 
Downsview, Ontario 
M3J 2R8 
(416) 636-7024 


SAWCHUK PEACH ASSOCIATES 
Architects, Planners 


198 Oak St. 
Sudbury, Ontario 
P3C 1M7 


(705) 674-9633 


WILLIAM L. SEARS & ASSOC. LTD. 
Consulting Professional 
Engineers 
455 Seaman Street 
Stoney Creek, Ontario 
L8E 2R2 
(416) 662-7997 


W. SEFTON & ASSOCIATES LTD. 
Consulting Engineers 
234 Eglinton Ave., East 
Suite 405 
Toronto, Ontario 
M4P 1K5 
(416) 487-0843 


Etobicoke Olympium, Etobicoke 
Mid-Scarborough Community Centre 
IBM Country Club Tennis Courts, 
Markham 

Woodbride2 Pool 

Ice Galaxy, Scarborough 


Future trends and Forecasting in 
Recreation: Research, Seminars, 
Publications 
Parks/Recreation/Cultural Master 
Plans, Delhi and Aurora 

Study of Fiscal Restraint in 
Recreation in Canada 

Integrated Recreation Planning 
Study - Calgary, Alberta 
Multi-agency Recreation Program 
Evaluation, Halton Hills 


John G. Mlacak Arena, Kanata 
Civil Service Recreation Assoc. 
Complex additions, Ottawa 
George Richardson Memorial 
Stadium, Queens University 
Carleton Place Arena 

Kanata Library and Firehal] 


Centre in the Square, Theatre, Art 
Gallery, Kitchener 
Schneider House Restoration 


Niagara College of Applied Arts & 
Technology, Welland 

Youth Arena, Port Colborne 
Dunnville Golf & Country Club 
Addition, Dunnville 

Italian Mutual Benefit Society, 
Port Colborne 


Wallace-Emerson Community Centre, 
Toronto 

"The Tennis Centre" York University, 
Toronto 

Three municipal outdoor swimming 
pools and dressing facilities, 
Mississauga 

Sports Complex, Humber College, 
Toronto 


Fountainhead Park Skating Tennis 
Bldg., North York 

Donevan Recreation Complex, 

Oshawa 

Willowdale Lawn Bowling Club 
Robert Zweig Indoor Pool, 

North York 

Victoria Village Arena, North York 


Assiginack Municipal Centre 
UKranian Canadian Cultural Centre, 
Sudbury 

Lily Creek Athletic Park Field 
House, Sudbury 

Queen's Athletic Park Field House, 
Sudbury 

Fitness Centre, Sudbury 


North Wentworth Community Centre, 
Flamborough 

Glanbrook Arena Proposal 

Centennial Park, Township of 
Grimsby 

Memorial Park Island, Credit Valley 
Crooks Hollow Dam Conservation 
Area, Dundas 


Queen Elizabeth Civic Auditorium, 
Vancouver 

CNE Stadium, Toronto 

Maple Leaf Gardens, Toronto 
Winnipeg Hockey Arena report 

on addition of seats 
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SELIGMAN ARCHITECT e 
1440 Bayview Ave. ° 
Toronto, Ontario ° 
M4G 3B3 ° 
(416) 481-3356 ° 

SESQUAIG INCORPORATED e 
Recreation Consultants 
33 East Adams Street e 
Ottawa, Ontario 
K2G OH8 e 
(613) 825-1132 

SHORE TILBE HENSCHEL IRWIN e 

PETERS 
Architects, Engineers ,Site ° 
Planners 
100 University Avenue e 
Toronto, Ontario 
M5J 1V6 e 
(416) 593-4333 ° 

D. PERRY SHORT ARCHITECT e 
515 Albert St. East 
Sault Ste. Marie, Ontario ° 
P6A 2K3 
(705) 949-5291 e 


SIEVENPIPER, ARCHITECT PLANNER e 


796 Broadview Ave. ° 
Toronto, Ontario 
M4K 2P7 e 
(416) 461-0385 
e 
DONALD £. SKINNER ARCHITECT ° 
20 Stavebank Rd. North 
Port Credit, Ontario e 
L5G 2T4 
(416) 274-3428 e 
J.L. SMITH & ASSOCIATES ° 
Management Consultants 
17 Baker Road 
Ajax, Ontario 
ES: Aue: 
(416) 683-0601 
PAUL SMITH AND ASSOCIATES e 
3215 Queen Elizabeth Way e 
Box 220 
Burlington, Ontario e 
L7R 3Y2 ° 
(416) 335-2360 e 


SNIDER REICHARD MARCH ARCHITECTS 
37 Allen West 
Waterloo, Ontario 
N2L 1C9 
(519) 576-5600 


eoeee 


SNOW SYSTEMS ENGINEERING CO. e 
(Nesbitt Dyke Associates Inc. )e 
92 Advance Road e 
Toronto, Ontario 
M8Z 277 e 
(416) 239-3515 


MANDEL SPRACHMAN ARCHITECT ° 

30 Roden Place 
Toronto, Ontario & 
M5R 1P5 e 
(416) 923-7309 e 
e 


A.M. SPRIET & ASSOCIATES LTD. ° 
Consulting Eng. & Planners e 
722 York Street e 
London, Ontario e 
N5W 2S8 
(519) 672-4100 e 


DAVID C. STEVENS & ASSOCIATES 
Architects 
184 Oxford Street East 
London, Ontario 
N6A 176 
(519) 438-6111 


KARL STEVENS ARCHITECT ° 
2 St. Clair Ave. West 
Toronto, Ontario e 
M4V 1M1 
(416) 961-5690 ° 


Bayview Park Arena, North York 

Don Mills Park Arena, North York 
Bond Park Tennis Club, North York 
Scarborough Centennial Rec. Centre 
Bridlewood Field House, Scarborough 


Recreation Master Plan, Township 
of West Carleton 

Recreation Master Plan, Township 
of Rideau 

Woodbine Sportsplex site develop- 
ment plan, Township of Kingston 


Univ. of Waterloo Physical 
Education Bldg., Waterloo 

Appleby College Swimming Pool, 
Oakville 

Birkdale Ravine Community Centre, 
Scarborough 

Osler Bluff Ski Club 

York Univ. Tait McKenzie Physical 
Education Bldg., Toronto 


Muitcipal Indoor Pool, 

Sault Ste. Marie 

Bellevue Park Recreation Facility, 
Sault Ste. Marie 

Sault Ste. Marie YMCA, Alteration 
Algo Club, Sault Ste. Marie 


Recreation Complex Town of Markham 
Master Planning, Centennial Complex, 
Town of Markham 

Race Track Complex, Richmond Hil] 
Agricultural Society 

Balmy Beach Canoe Club, Toronto 


Terry Miller Recreation Centre, 
Brampton 

Burnhamthorpe Community Centre and 
Arena, Mississauga 

Clarkson Community Centre and 
Arena, Mississauga 


Financial and economical feasibility 
study for Sudbury Theatre 


Arthur Area Arena Pool Complex 
Huntsville Arena and Community 
Centre 

Dundas Arena renovation 

Delhi Arena renovation 

Erin Arena renovation 


Adult Recreation Centre, 
Waterloo 

City of Waterloo Swimming Pool 
City of Woodstock Swimming Pool 
Arena, Town of Walkerton 
Arena, Town of Goderich 


North York Ski Centre 
Advance Ski Hill, Sudbury 
Chinguacousy Ski Hill, 
Brampton 

Clay Lake Centre, Quebec 


Clairville Conservation Area 
Facilities, Toronto 

Centennial Park, Brampton 
Community Pools, Scarborough 
Forest Valley Day Camp, North Yor 
Camp Wunnebago, Swords 


Lambeth Arena 

Langton Arena and Community Hall 
Harrow Arena and Community Hall 
Richmond Hill Arena & Community 
Hal] 

Ilderton Arena and Curling Rink 


Aurora Community Centre Arena 
Mountain Arena, Hamilton 
Listowel Civic Centre 

Treasure Island Gardens London 
Univ. of Western Ontario, 
Thompson Memorial Arena 


Mitchell Lake Recreational 
Vehicle Park, Eldon 

Radium Hot Springs Recreational 
use Study 

Heritage proposal, Preston 
Public Schools, Waterloo 
Public buildings, Parlee 

Beach, New Srunswick 


SSS a SS 


CW PETER JOHN STOKES 
Consulting Restoration 
Architect 
244 King St. 
P.O. Box 170 
Niagara-on-the-Lake, Ontario 
LOS 1J0 
(416) 468-7640 


CE JIM STRASMAN, ARCHITECTS 
167 Avenue Rd. 
Toronto, Ontario 
M5R 2H7 
(416) 964-2680 


CE RICHARD STRONG, STEVEN 
MOOREHEAD LIMITED 
Landscape Architect/Resource 
Planners 
45 Colborne St. 
Toronto, Ontario 
M5E 1E3 
(416) 366-9238 


CE JOHN SULLIVAN & JOSEPH PACEK 
Architects and Planning 
Consultants 
4 Lansing Square 
Suite 221 
Willowdale, Ontario 
M2J 171 
(416) 492-1390 


CE THOM PARTNERSHIP 
Architects and Planners 
47 Colborne St. 
Toronto, Ontario 
M5E 163 
(416) 862-0926 


SW J.P. THOMPSON ASSOCIATES 
Architects & Engineer 
1336 Ouellette Ave. 
Windsor, Ontario 
N8X 1J8 
(519) 256-3131 


CE Tegee Uae 
Consulting Engineers 
59 Mobile Drive 
Toronto, Ontario 
M4A 1H8 
(416) 751-3733 


CE ALEX TOBIAS ASSOCIATES LTD. 
Consulting Engineers 
194 Wilson Avenue 
Suite 102 
Toronto, Ontario 
M5M 3A7 
(416) 487-5241 


GE TOTTEN SIMS HUBICKI ASSOC. 
IDE 
1A King Street East 
Cobourg, Ontario 
KOA 41 
(416) 372-2121 


CW TRITON ENGINEERING SERVICES LTD 
Consulting Eng. & Planners 
51 Townline 
Orangeville, Ontario 
LOW 1V8 
(519) 941-0330 


Restoration of The Grange, Toronto 
Macauley House Restoration, Picton 
Hutchinson House Restoration, 
Peterborough 

Preservation of Cambridge City Hall, 
Cambridge 

Restoration of Fairfield White House, 
Collins Bay 


Conestoga College, Athletic Complex, 
Kitchener 

Master Planning, Conestoga College, 
Kitchener 

Leisure Centre, March Township 


Ashbridges Bay Waterfront Park, 
Toronto 

Fort William Historical Park 
Ryerson Community Park, Toronto 
John McGuire Park, Penetang 
Etobicoke Centennial Park 


Tilsonburg Community Centre 
Ancaster Park Recreation Centre 


Lindsay Aquatorium 

Sir Sanford Fleming College 
Sports Module, Lindsay 

Sir Sanford Fleming College 
Pool, Peterborough 
Transport Canada Training 
Institute Sports Facility 
Shaw Festival Theatre, 
Niagara on the Lake 


LaSalle Youth Centre, N.I.P. 
Redevelopment, LaSalle 

400 metre track, St.Clair Beach 
Oakwood Community Centre, Windsor 
Blenheim Arena, Blenheim 

Roseland Golf & Curling Club, 
Windsor 


Donovan Recreation Centre, 
Oshawa 

Brantford Memorial Auditorium 
North York Centennial Arena 
U. of T. field house 
Community Arenas and Swimming 
Pools, North York 


Maple Downs Golf Club, Maple 
Glen Shield Golf & Ski Club, 
Collingwood 

Mayfair Tennis Club, Toronto 
Chesswood Arena, Toronto 
Regent Theatre, Collingwood 


Belleville Parks, Open Space and 
Recreation System study 

Lakeview Park Marina, Windsor 

Terra Cotta Pool, Credit Valley C.A. 
Port Hope Recreation Complex 

Cobourg Fitness Centre Feasibility 
Study 


Dundalk Arena 
DNrangeville Arena 
Moosedeer Point Marina 





CE UNDERWOOD, MCLELLAN & ASSOC. e 
LTD. 


e 

Consulting Engineers e 
89 Carlingview Drive 
Rexdale, Ontario ° 
MOW 5E4 
(416) 675-6484 

CE CARLOS A. VENTIN, ARCHITECT e 
84 Colborne North e 
Simcoe, Ontario 
N3Y 4L5 e 


(519) 426-6271 


GE ANDREW STEPHEN VOLGYESI e 
Architects 
314 Dundas Street, West 
Toronto, Ontario 
M5T 1G5 
(416) 869-1015 


Ce KEITH H. WAGLAND 
Architect 
164 Davenport Rd. 
Toronto, Ontario 
M5R 1J2 
(416) 964-2711 


CW WALTER, FEDY, MCCARGAR, e 
HACHBORN 

Architects, Engineers & e 
Project Managers ° 
546 Belmont Ave., West ° 
Kitchener, Ontario 
N2G 3Y9 ° 
(519) 576-2150 


CE 


i 


.W. WARD & ASSOC. LTD. ° 
Consulting Engineers 

2345 Haines Road e 
Mississauga, Ontario 

L4yY 1Y5 

(416) 277-4881 


co THE WEBB ZERAFRA MENKES ° 
HOUSDEN PARTNERSHIP 
Architects 
Cumberland Court 
99 Yorkville Avenue 
Toronto, Ontario 
M5R 1C1 
(416) 961-4111 


CE JOHN G. 
ARCHITECTS, TOWN PLANNERS 
10 McRae Drive 
Suite 203 
Toronto, Ontario 
M4G 1R9 


(416) 484-9021 ° 


CE WILLIAMS AND SMITH ASSOC. 
Planning and Urban Design 


19 McRae Drive e 


Suite 293 
Toronto, Ontario 
M4G 1R9 


(416) 484-902) ° 


WILLIAMS ASSOC. e 


Li at 


CE R.E. WINTER & ASSOCIATES 
LTD. 
Consulting Engineers 
77 City Centre Drive 
Mississauga, Ontario 
L5B 1M5 


Fort Gary Indoor Pool, Winnipeg (416) 270-0110 


Indoor Pool, Vancouver 

Study of tourist use in Eastern 

Ontario CE 
Curling Rink, Sparwood, B.C. 


WOODS GORDON AND CO. 
Management Consultants 
Box 253 
Toronto Dominion Centre 
Toronto, Ontario 
M5K 1J7 
(416) 864-1212 


NE WRIGHT & BARKER CO. LTD. 
Consulting Engineers 
390 Bay Street 
5th. Floor 
Sault Ste. Marie, Ontario 
P6A 1X1 
Simcoe Recreation Complex, Simcoe (705) 949-6372 
Port Dover Community Centre, 


Port Dover 

Senior Citizen Recreation Centre, 
Simcoe 

Waterford Lions Community Centre, 
Waterford 


Inn and Tennis Club, Manitou 
Parry Sound 


Zz 


CE ZEIDLER PARTNERSHIP/ARCHITECTS 
98 Queen St. East 
Toronto, Ontario 
M5C 187 
(416) 360-1700 


See Associated Consultants 


Conestoga College Athletic 

Facilities 

Fergus Recreation Complex 

Waterloo Skating Arena 

Restoration of the Grange House, 
Toronto 

Restoration of Victoria Hall, Cobourg 


Renovation of Oakville Memorial 
Arena 
Brampton Memorial Arena Study 


Granite Club, Toronto 


Town Centre Master Plan, Heart 
Lake 

Design Arena, Community Centre, 
Uxbridge 


Master Plan, Golf Course and 
Subdivision, Albion Hills 

Master Plan, Waterfront Facilities, 
Sault Ste. Marie 


Master Plan, Civic Centre, Richmond 
Hill 

Master Plan, Municipal Golf Course, 
Blind River 

Master Plan, Resort Development, 
Laxton Township 

Master Plan, KaKeKa Youth Camp, 
Haliburton County 

Master Plan, Oak Orchard Inn, 
Cuckhorn Lake 








Little Britain Memorial Arena, 
Mariposa Township 

Porter Avenue Sports Stadium, 

Borough of York 

Grayton Park, Borough of York 
Chinguacousy Country Club, Caledon 
Burlington Waterfront Park, Burlington 


Arts Etobicoke Requirements Study 
Fort Walsh National Historic Park 
Master Plan Visitor Survey 

Canadian Opera Co. National Ballet 
Cultural Centre Study 

Port Hope Culture/Recreation/Tourism 
Study 

St. Lawrence Islands National Park 
Planning and Development Study 


Queen Elizabeth Arena, Sault Ste. Marie 
Elliot Lake Curling Club 

Thessalon Hockey Arena, Renovation, 
Thessalon 

Thessalon Curling Club 

Pee Wee Hockey Arena, Sault Ste. Marie 


Holiday resort, Mont Ste. Marie, 
Quebec 

Maple Mountain Feasibility Study 
and site planning 

Ontario Place, Toronto 
Scarborough Centennial Recreation 
Centre 


13 


project index 


Arenas 





14 


Cr 


Ainley and Associates 

Allen and Sherriff Arch 

Myles Allison Arch. 

William E. Andrews. Arch 
Ardec Consult. Eng. 

Boigon and Armstrong Arch. 
Stan H. Butcherd Arch. 
Cambrian Fac. Consults. Ltd. 
Carruthers and Wallace Ltd. 
H.D. Chapman H.V. Walker Arch. 
GOB a COMT AEN. 

Crang and Boake Arch. 

Meni woe bone kL tae 

ECE Group 

Filer Consults. 
Glos Arch. Eng. 
A.J. Graham Eng. Consmeied: 
Group Eight Eng. btd. 


Na 6 


Robert Halsall and Assoc. Ltd. 
Horton and Bali 

C.D. Howe Central Ltd. 

Inducon Consults? of Caneatta: 


Jackson Ypes Assoc. 

Hamilton Kemp Arcn. 

Mote Kilpatrick tssoc vita. 
Knox Martin Kretch Ltd. 

Kyles, Kyles and Garrett Arch. 


tafontaine, Cowie, Buratto Assoc” Eta 


Lee Elken Becksted Fair Arch. 
MacDonald and Zuberec Arch. 
William R. Mack Arch. 

Mathers and Haldenby Arch. 

Matsui Baer Vanstone Freeman Arch. 
Donald McCuaig Arch. 

D.E. McGregor and Assoc. Ltd. 
McIntosh and Moeller Arch. Eng. 
David A. Ga Milts aren. 

Mitchell and Perry Ltd. 


- Moffat Moffat and Kinoshita Arch. 


Moriyama and Teshima Arch. 
Morrison Hershfield Burgess 
Nisbit Letham Ltd. 

Northland Eng. Ltd. 

John Osburn Assoc. Arch. 
Parkin Arch. Planner 
Pentland and Baker Arch. 
Petroff and Jeruzalski Arch. 
E.. -PIOCROWS ktwenG aalces 
Planmac Consults. Ltd. 

Pye and Richards Arch. 
Outs.t-Consul ts 

Reid Crowther and Partners Ltd. 
J.L. Rrehards. *and-Assoc. etd. 


Edward D. Russell Arch. 
Melvin Satok Arch. 

W. Sefton and Assoc. Ltd. 
Seymour A. J. Seligman Arch. 
Donald E. Skinner Arch. 

Paul Smith and Assoc. 

Snider Reichard March Arch. 
A.M. Spriet and Assoc. Ltd. 
David C. Stevens and Assoc. Arch. 
J.P. Thomson Assoc. 

TeMePo tds 

Alex Tobias Assoc. Ltd. 

Tr tonnbngsa ser. Lids 

Walter Fedy McCargar Hachborn 
L.W. Ward and Assoc. Ltd. 
John G. Williams Assoc. 

R.E. Winters And Assoc. Ltd. 
Wright and Barker Co. Ltd. 


Art galleries 


CE 


Associated Consults. 

Blankstein Coop Hanna Briggs Arch. 
A. J. Diamond Assoc. Arch. 

Trevor P. Garwood-Jones Arch. 
Moriyama and Teshima Arch. 

Page and Steele Arch. 

Parkin Arch. Planners 

Reider Hymmen and Lobban Arch. 


centres 

Arcop ASSoc. 

Bebris and Pedone Arch. 
Pilereconstel ts ettd. 
Hanscombe Roy Assoc. 
Leman Arch. 

Leman Group 

MacDonald and Zuberec Arch. 
Number Ten Arch. Group 
Page and Steele Arch. 
Quist Consults. 


centres--planning studies 
Brian Arnott Assoc. 
Associated Consult. 

Bailey Consult. Assoc. Ltd. 
L.K. Fleming and Assoc. 
Mark Musselman McIntyre Combe Arch. 
Woods Gordon and Co. 


project incleax 





Athletic fields and tracks 
CE Ainley and Assoc. 


CE Airphoto Analysis Assoc. Consult. 


CE. Cambrian Fac Consults. .btd. 
Ceercansurty etd: 
CE Cosburn Giberson Consults. 
CE DelCan 

CE Greer Galloway and Assoc. Ltd. 

E Gruenwold Copeland and Assoc. 
CE Robert Halsall and Assoc. Ltd. 
SW Henderson Paddon and Assoc. Ltd. 


SW James H. Jorden Arch. 

NE Land Design Co. 

CE Marshall Macklin Monaghan Ltd. 
Nis Gaby hiCuUInLy cons t.co.. eatde 


waren 


CE Moffat Moffat and Kinoshita Arch. 


SW Nisbit Letham Ltd. 
CE Derrick Owen Arch. 

E Parkway Planning Assoc. Ltd. 
CE Sievenpiper Arch. Planner 
SW J.P. Thomson Assoc. 


Auditoriums, coliseums and convention 
centres 

CE Allward and Gouinlock Arch. 

CE Built Envir. Co-ordinators Ltd. 

CE Carruthers and Wallace Ltd. 

CE Fenco Consultants Ltd. 

SW Johnson McWhinnie Arch. 

CE W. Sefton=and Assoc... Ltd. 

Ch Maes asta: 


Ball diamonds 
CW Stan H. Butcherd Arch. 


SW Henderson, Paddon and Assoc. Ltd. 


NE Northland Eng. Ltd. 


Boating clubhouses 
CE Bird and Hale Ltd. 
E Gruenwold Copeland and Assoc. 
NE Gugula Smedley Barban 
CE Sievenpiper Arch. Planners 


Camps | 
CE J.K. Chan Arch. 
CEs B.DrAcwL td. 


CE Ellard Willson Ltd. 
CE Nightingale and Quigley Arch. 
CE Mandel Sprachman Arch. 


CE Williams and Smith Assoc. Ltd. 


Bids 


Communi ty centres 


CE 
CE 
SW 
CW 
CE 
CW 
CE 
SW 

E 
Ue 
SW 
CE 
Ce 
Gs 
SW 


Adamson Associates 

Allward and Gouinlock Arch. 
William E. Andrews Arch. 

Ludmila Dejmek Arch. 

Dunlop Farrow Aitken Arch. 

Filer Consults. Ltd. 

Henry Fliess and Partners Arch. 
Glos Arch. Eng. 

A.J. Graham Eng. Cons. Ltd. 
Robert Halsall and Assoc. | id. 
J.G. Hreno Arch. 

Jackson Ypes Assoc. 

Kelton Lacka Ruddock Arch. 

Klein and Sears 

Kyles, Kyles and Garrett Arch. 
Leman Arch. 

MacDonald and Zuberec Arch. 
William R. Mack Arch. 

Jerome Markson Arch. 

Matsui Baer Vanstone Freeman Arch. 
D.E. McGregor and Assoc. Ltd. 
Alek. S. Milenov Arch. 

Moffat and Duncan Arch. 

Moriyama and Teshima Arch. 
Nisbit Letham Ltd. 

John Osburn Assoc. Arch. 
Pentland and Baker Arch. 

Reid Crowther and Partners Ltd. 
Nicholas Rusz and Assoc. Ltd. 
William L. Sears and Assoc. Ltd. 
Shore Tilbe Henschel 

Donald E. Skinner Arch. 

Paul Smith and Assoc. 

A.M. Spriet and Assoc. 

David C. Stevens and Assoc. Arch. 
John Sullivan and Joseph Pacek Arch. 
J.P. Thomson Assoc. 

Carlos A. Ventin Arch. 


Community centres--planning studies 


Oe 
CE 
CE 
CE 
Ct 
Cr 

E 


David Andrews, Manag. Consults 
Peter Barnard Assoc. 

Built Envir. Co-ordinators Ltd. 
Cambrian Planning Consults. Inc. 
Greer Galloway and Assoc. Ltd. 
Kelton Lacka Ruddock Arch. 

debe Lee Eng. ‘Lid’. 


Community centres--renovations 
Cewek. “Chiat Arch. 


CE 


Dunlop Farrow Aitken Arch. 


CE Matsui Baer Vanstone Freeman Arch. 
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Conservation areas--planning studies Field houses 
CE Acres Consulting Services Ltd. CE Allward and Gouinlock Arch. 
CE Airphoto Analysis Assoc. Consult. Ltd. CE Moffat Moffat and Kinoshita Arch. 
CE Chrysler and Latham NE Sawchuk Peach Assoc. 
CW Ecological Service for Planning Ltd. CE Seymour A. J. Seligman Arch. 
CE Knox Martin Kretch Ltd. CE Mahl sree bed 2 
CW William L. Sears and Assoc. Ltd. 
Fitness facilities 
Cultural centres CE Allen and Sherriff Arch. 
CE Moriyama and Teshima Arch. CE BeologisticsaLta: 
CE Page and Steele Arch. CE Peter R. Elson 
CW Edward D. Russell Arch. GE finditcon*Consults jot Cana seta: 
NE Sawchuk Peach Assoc. SW "Nasbitliletham Led. 


NE Sawchuk Peach Assoc. 


Cultural master planning studies 


CE Institute of Envir. Research Inc. Fitness facilities, employee 
CE Proctor and Redfern Group CE E-DeAgeine. 
CW Rethink Inc. CE Peter R. Elson 
CE Woods Gordon and Co. CW Fitness Management Inc. 
CE AM. “Analesormsssoc. 
CE Parkin Arch] Planners 
Curling clubs CE Project Planning Assoc. Ltd. 
CE Allen and Sherriff, Arch. 
SW William E. Andrews Arch. 
CE Cambrian Fac. Consultants Ltd. Football fields 
E A.J. Grahaibnd.. lous.» ator CE DelCan 
CW Group Eight Eng. Ltd. NE E. Pictrowski Eng. Ltd. 
SW Lafontaine, Cowie, Buratto Assoc. Ltd. 
E William R. Mack Arch. 
SW Jean Monteith and Assoc. Ltd. Golf and country clubs 
NE E. Piotrowski Eng. Ltd. SW William E. Andrews Arch. 
SW A.M. Spriet and Assoc. Ltd. CE Brian Atkins Arch. 
SW J.P. Thomson Assoc. CE Bebris and Pedone Arch. 
CE Underwood McLellan and Assoc. Ltd. CE Crang and Boake Arch. 
NE Wright and Barker and Co. Ltd. NW Graham Bacon Welter 
SW Lafontaine, Cowie, Buratto Assoc. 
CE Howard M. Malone Assoc. Ltd. 
Equestrian centres CE Thomas McBroom Assoc. 
E D.W. Graham Assoc. CE Pentland and Baker Arch. 
CE Planmac Consults. Ltd. 
E Pye and Richards Arch. 
Expositions and amusement parks CW Edward D. Russell Arch. 
CE Ellard Willson Ltd. SW J.P. Thomson Assoc. 
CE Fodor Engineering Ltd. CE Alex Tobias Assoc. Ltd. 
—E D.W. Graham Assoc. CE John G. Williams Assoc. 
CE Hanscombe Roy Assoc. CE Williams and Smith Assoc. Ltd. 
CE Laventhol and Horwath CE R.E. Winters and Assoc. Ltd. 
CE Macpherson, Walker, Wright Assoc. Ltd. 
CE Marshall Macklin Monaghan Ltd. 
CE Morrison Hershfield Burgess Heritage buildings--planning studies 
CE Zeidler Partnership Arch. SW Adevco Consultants Ltd. 
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CE Brian Arnott Assoc. 
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CE A.J. Diamond Assoc. 
NW Graham Bacon Welter 
SW Johnson, McWhinnie Arch. 


CE Macpherson, Walker, Wright Assoc. Ltd. 


CE Marani, Rounthwaite and Dick Arch. 


CW Mark, Musselman, McIntyre, Combe Arch. 


CE Karl Stevens, Arch. 


Heritage buildings--renovations 
CE Ardec Consult. Eng. 
CE Nightingale and Quigley Arch. 


Heritage buildings--restorations 
CE Brian Arnott Assoc. 
CE W.E. Barnett Arch. 
CE Chrysler and Latham 
CE Floyd and Gerrard 
SW Hill and Borgal 
CW Rieder Hymmen and Lobban Arch. 
CW Peter John Stokes 
CW Walter Fedy McCargar Hachborn 


Historic sites--planning studies 
CE Peat Marwick and Partners 
CE Proctor and Redfern Group 
CE Richard Strong Steven Morehead 


Horse racing tracks 
CE D.E. McGregor and Assoc. Ltd. 
CE Sievenpiper Arch. Planners 


Impact studies, social, environmental, 
economic 
SW Adevco Consults. Ltd. 
CE Peter Barnard Assoc. 
GE -Bird-and Ha lesiced: 
CE Deloitte Haskins and Sells Assoc. 
CE =institute of Envir. “Research ltd. 


Interpretive and visitor centres 
CE Robert L. Greig Arch. 
CE IBI Group 
CE Klein and Sears 


Lawn bowling clubs 
CE Melvin Satok Arch. 


Libraries 
CE Associated Consults. 
CE Built Envir. Co-ordinators Ltd. 
Che A WwenDaanond. Assoc. 
SW Johnson, McWhinnie Arch. 
CE Leman Arch. 
CW Mark, Musselman, McIntyre, Combe Arch. 
CE Matsui Baer Vanstone Freeman Arch. 
Ewaole Richards and Assoc. (td. 


Marinas 
CE Fenco Consultants Ltd. 
NE Gugula Smedley Barban 
CE Hough, Stanbury and Michalski Ltd. 
CE Johnson Sustronk Weinstein and Assoc. 
CE Proctor and Redfern Group 
CE Read Voorhees and Assoc. Ltd. 
CE Totten Sims Hubicki Assoc. 
CW Triton Eng. Ser. Ltd. 


Museums 
SW William E. Andrews Arch. 
CE Associated Consults. 
CE SCattey Consult. Assoc. Ltd. 
CE Cosburn Giberson Consults Inc. 
SW J.G. Hreno Arch. 
CE Klein and Sears 
—E MacLennan Assoc. Arch. 
CE Marshall Macklin Monaghan Ltd. 
GE ErtoeeMeMittan Inc. 
CES David=A. GoeMills Arch. 
CE Moriyama and Teshima Arch. 


Museums--renovations 
CW Stan H. Butcherd Arch. 
CE Robert Halsall and Assoc. Ltd. 
CE Mathers and Halcenby Arch. 
CE Moffat Moffat and Kinoshita Arch. 
CE Nightingale and Quigley Arch. 


Open space planning studies 
CE Jorg Bentz Arch. 
CE Stephan Bollinger Assoc. Ltd. 
CE Cosburn Giberson Consults. Inc. 
CW -Ecoptans: Ltd: 
CEE. Beane ne. 
CE Institute of Envir. Research Inc. 
CE Kleinfelt Consults Ltd. 
SW James F. Maclaren Ltd. 
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CE Marshall Macklin Monaghan Ltd. 
CE Municipal Planning Consultants 
E Parkway Planning Assoc. Ltd. 
CE Project Planning Assoc. Ltd. 

CE Totten Sims Hubicki Assoc. 


Parks, municipal 
CW Stan H. Butcherd Arch. 
CE Chrysler and Latham 
CE Damas and Smith Ltd. 
CE Dodds Tomlinson and Assoc. 
CE EDs Ait ine 
CE Ellard WThlsonsistde 
E Gruenwold, Copeland and Assoc. 
CE Hough, Stansbury and Michalski Ltd. 
CE Leman Arch. 
CE Pentland and Baker Arch. 
CW William L. Sears and Assoc. Ltd. 
CE Mandel Sprachman Arch. 
SW David C. Stevens and Assoc. Arch. 
CE Richard Strong Steven Morehead 
CE RE. Winters and Assoc. ed. 





Parks, national--planning studies 


CE Airphoto Analysis Assoc. Consult. Ltd. 


CW Ecological Service for Planning Ltd 
CE Woods Gordon and Co. 


Parks, provincial--planning studies 


CE Airphoto Analysis Assoc. Consult. Ltd. 


CE Jorg Bentz Arch. 

CE Dodds Tomlinson and Assoc. Inc. 

CW Ecological Service for Planning Ltd. 
CE) Giffels: Assoce sitd: 

CE Marshall Macklin Monaghan Ltd. 

CE Project Planning Assoc. Ltd. 


Parks--buildings 
CE Boigon and Armstrong Arch. 
SW W.A. Fraser Arch. 
CE Robert L. Greig Arch. 
SW Henderson, Paddon and Assoc. Ltd. 
CE Leman Arch. 
CW. Philips: Planning and end..l1d: 
CE Mandel Sprachman Arch. 
CE Karl Stevens Arch. 


Parks--master planning studies 
CE A. J. Diamond Assoc. Arch. 
CE ECoLod LS tacealecda 
E D.W. Graham Assoc. 
CE Hough Stansbury and Michalski Ltd. 
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CE Institute. of Envire shesearci:, lic. 
CE Johnson Sustronk Weinstein Assoc. 
CET Baska LerTeCk nS SOC ue bar 
CE Knox Martin Kretch 
NE G. Kormos and Assoc. 
CE Alek. S. Milenov Arch. 
CE. Moffat Moffat and Kinoshita. Arch. 
CE Barton Myers Assoc. 
E Parkway Planning Assoc. Ltd. 
CW Philips Planning and Eng. Ltd. 
CE Prinsloo Graham Assoc. LTd. 
CE Proctor and Redfern Group 
CW Rethink Inc. 
CE “Totten Sims hibickim Assoc. 


Physical education complexes 


CE Allward and Gouinlock Arch. 

CE WE. Barnett Arch: 

CE Built Envir. Co-ordinators Ltd. 

CE Carruthers and Wallace Ltd. 

CE H.D. Chapman H.V. Walker Arch. 
E Ellwood Henderson Graham-Smith 

CE "Fence: (Consul be. aede 

CE Fodor Engineering Ltd. 

CED GitfersiAssoc. utce 

SW Glos Eng. Arch. 

CW Horton and Ball 

SW Johnson, McWhinnie Arch. 

CE Lee Elken Becksted Fair Arch. 

CE Marani, Rounthwaite and Dick Arch. 

CE Mathers and Haldenby Arch. 

NE “G.e. McGuinty Const. Cov eed. 

CE Moffat Moffat and Kinoshita Arch. 

CE Morrison Hershfield Burgess 

CE Parkin Arch. Planners 

CW Prack Partners Arch. 

CW Quist Consults. 

CE Shore Tilbe Henschel 

CE Jim Strasman Arch. 

CE Thom Partnership 

CW Walter Fedy McCargar Hachborn 


Play areas 


CE Dodds Tomlinson and Assoc. 
CE Erie Vow tany ine 


Program evaluation studies 


CE Levy, Coughlin Partnership 
CW Rethink Inc. 
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Publications CE Jim Strasman Arch. 

CE Associated Consultants CE John Sullivan and Joseph Pacek Arch. 

CE Brian Arnott Assoc. SW J.P. Thomson Assoc. 

CW Balmer, Crapo and Assoc. Ltd. Chr Peau oP td) 

CW McIntosh and Moeller Arch. Eng. CE Totten Sims Hubicki Assoc. 

CE Project Planning Assoc, ‘Ltd. CE Carlos A.) Ventin: Arch: 

CW Walter Fedy McCargar Hachborn 

Racquet clubs CE Zeidler Partnership Arch. 


CE Allen and Sherriff Arch. 
CW Trevor P. Garwood-Jones Arch. 


Cw "Group Eight: Eng. Ltd. Recreation centres--planning studies 
CW David Aaron Novick Arch. CE -GiffelseAssocy Ltd. 
CE Petroff and Jeruzualski Arch. NE G. Kormos and Assoc. 


CW Mark, Musselman, McIntyre, Combe Arch. 
CE’ Prinsloo Graham Assoc. Ltd. 
Recreation centres 
CE Ainley and Associates 


SW William E. Andrews Arch. Recreation communities 

CE Arcop Assoc. CE Bruce A. Brown Assoc. 

CBWres barnett Arch. CW Ecoplans Ltd. 

CE “Canbrian Fac.Consults.. td. CE. Inducom Cousults . of? Gane Ltd. 
CE Cansutte Ltd. CE Kleinfelt Consults. Ltd. 

CE Damas and Smith Ltd. CE Planmac Consults Ltd. 


CE Dodds Tomlinson and Assoc. 

CE Dunlop Farrow Aitken Arch. 

Chee Grpup Recreation futures 
SEM ECOTOGISt ICS. btd. CW Rethink Inc. 
CE Fenco Consultants Ltd. 

CW Filer Consults. Ltd. 


SW W.A. Fraser Arch. Recreation master plannina studies 
NE Gugula Smedley Barban CE Acres Consulting Ser. Ltd. 
CW Horton and Ball CW Balmer Crapo and Assoc. Ltd. 
SW J.G. Hreno Arch. L.J. D'Amore and Assoc. Ltd. 
CE A.M. Ingleson Assoc. CE A. J. Diamond Assoc. Arch. 
Cha MOM. Kidcd trickeAssoc..2 Ltd: Urdu TotteAssoc.. Lids 

NE Land Design Co. E D.W. Graham Assoc. 

E AleD. bee tng, itd. CE Institute of Envir. Research Inc. 
CW Mark, Musselman, McIntyre, Combe Arch. CE Kleinfelt Consults. Ltd. 

CE Donald McCuaig Arch. CE Knox Martin Kretch Ltd. 

Cha Ket eee ficRevnolds. ltd. NE G. Kormos and Assoc. 

CE Joseph A. Medwecki Arch. NE Land Design Co. 

CE David Aaron Novick Arch. CE Levy, Coughlin Partnership 
CE Number Ten Arch. Group SW A.E. Margetts Arch. 

CE Derrick Owen Arch. CE Protor and Redfern Group 

CE PetrotfT ana veruzalski Arch. bE Project PlanningeAssoc. kta. 
NE’ E. Piotrowski. Eng... Ltd. CW Rethink Inc. 

E Pye and Richards Arch. E Sesquaig Inc. 

CE Melvin Satok Arch. CE Woods Gordon and Co. 

CE Seymour A. J. Seligman Arch. 

NE~D..Perry Short Arch. Recreational vehicle parks 
CE Sievenpiper Arch. Planner NE Land Design Co. 

CE Donald E. Skinner Arch. CE Ross Norris Assoc. 

CW Snider Reichard March Arch. CE Karl Stevens Arch. 
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Resort and tourist facilities 
CE Hamilton Kemp Arch. 
SW Hill and Borgal 
— MacLennan Assoc. Arch. 


CE Matsui Baer Vanstone Freeman Arch. 


CE Andrew Stephen Volgyesi Arch. 
CE Williams and Smith Assoc. Ltd. 
CE Zeidler Partnership Arch. 


School buildings--reuse studies 
CE Moffat and Duncan Arch. 


Site planning studies 
CE Jorg Bentz Arch. 
CE Stephan Bollinger Assoc. Ltd. 
CE Floyd and Gerrard 


CE Hough Stansbury and Michalski Ltd. 


CE IBI Group 
E Sesquaig Inc. 
CE Karl Stevens Arch. 


Ski areas--planning studies 
SW Alford Associates 
CE Algimantis Banelis Arch. 
CE Kleinfelt Consults. beds 
CE Laventhol and Horwath 
CE Howard M. Malone Assoc. Ltd. 
CE Alek. S. Milenov Arch. 
CE Zeidler Partnership Arch. 


Ski facilities 
CE Arcop Associates 
CE Cansult Ltd. 
CE Damas and Smith Ltd. 
NW C.D. Howe Central Ltd. 
CE Hamilton Kemp Arch. 
CE Mitchell and Perry Ltd. 
CE Barton Myers Assoc. 
CE Ross Norris Assoc. 
CE Shore Tilbe Henschel 
CE Snow Systems Eng. Co. 
CE Alex Tobias Assoc. Ltd. 


Special population facilities 
CE WrE. Barnett wrens 
CE .J.K. Chan Arch 
CE Dunlop Farrow Aitken Arch. 
SW W.A. Fraser Arch. 
E MacLennan Assoc. Arch. 
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Sports complexes 

CE T. Davidson Arch. 

CE Robert Halsall and Assoc. Ltd. 
CE Lee Elken Becksted Fair Arch. 

CE Morrison Hershfield Burgess 

NE John Osburn Assoc. Arch. 

CE Reid Crowther and Partners Ltd. 
E. A). Le tRichandsnand Assoc. cud: 

CE Nicholas Rusz and Assoc. Ltd. 

CE Thom Partnership 


Sports complexes--planning studies 
CW Balmer, Crapo and Assoc. Ltd. 
CE Crang and Boake Arch. 
CE Deloitte Haskins and Sells Assoc. 
CE Ecologistics. Ltd: 
CE Marani, Rounthwaite and Dick Arch. 


Squash clubs 
CE Jake Fowell Arch. 
NW Graham Bacon Welter 
CE MH. Kilpatrick. Assoc td: 
SW Jean Montieth and Assoc. Ltd. 
CE Derrick Owen Arch. 


Stadiums 
CE Allward and Gouinlock Arch. 
CE Ardec Consult. Eng. 
CE Fodor Engineering Ltd. 
SW Glos Arch. Eng. 
CW Prack Partners Arch. 
E J. hk. Richardsxand Assoc. itd: 
CE Wey Sefton-and =Assoc= TAtd. 
CE R.E.. Winter andtAssoc.sbtd, 


Stadiums--planning studies 
NE Land Design Co. 
CE Marani, Rounthwaite and Dick Arch. 
CE Alek. S. Milenov Arch. 


Surveys--cultural and recreational 
activities 
E Comstat Consult. Ser. Ltd. 
CE Woods Gordon and Co. 


Orojece Inciex 





Swimming pools 


CW 
Pe 


Allward and Gouinlock Arch. 
Aquatic Consults. Inc. 


Blankstein Coop Hanna Briggs Arch. 


Canibrian* Fac. Consults.) Ltd. 
Greer Galloway and Assoc. Ltd. 
James H. Jorden Arch. 

Ew Pa Oltrowskt Enos vet. 

Prack Partners Arch. 

Totten Sims Hubicki Assoc. 


Swimming pools, municipal 


Allen and Sherriff, Arch. 
Aquatic Consults Inc. 


F Alex. Budrevics and Assoc. Ltd. 


Stan H. Butcherd Arch. 

Canadian Swimming Pool Design 
Cansult Ltd. 

H.D. Chapman, H.V. Walker Arch. 
MMos Dahon? td: 

ECE Group 

Filer Consults. Ltd. 

Group: bight, End..utd, 


Henderson Paddon and Assoc. Ltd. 


J.G. Hreno Arch. 

Jackson Ypes Assoc. 

Kenloch Co. 

Knox Martin Kretch Ltd. 
Kyles, Kyles and Garrett Arch. 
Lee Elken Becksted Fair Arch. 
D.E. McGregor and Assoc. Ltd. 
David A.G. Mills Arch. 

Moffat and Duncan Arch. 

David Aaron Novick Arch. 
Parkway Planning Assoc. Ltd. 
Pentland and Baker Arch. 
Prack Partners Arch. 

Reid Crowther and Partners Ltd. 
Nicholas Rusz and Assoc. Ltd. 
Melvin Satok Arch. 

D. Perry Short Arch. 

Paul Smith and Assoc. 

Snider Reichard March Arch. 
Mandel Sprachman Arch. 

Thom Partnership 

TM, Poss dots 


Underwood and McLellan and Assoc. 


Swimming pools, university 


CW 
Cle 
bE 
CE 
CE 
‘G3 


Aquatic Consults. Inc. 


Blankstein Coop Hanna Briggs Arch. 
Marani, Rounthwaite and Dick Arch. 
Moffat Moffat and Kinoshita Arch. 


Number Ten Arch. Group 
Thom Partnership 


Swimming pools, school 


CE 
SW 
NE 
CE 
CE 


Adamson Associates 

J. G. Hreno Arch. 
Northland Eng. Ltd. 
Page and Steele Arch. 
Shore Tilbe Henschel 


Tennis clubs 


CE 
CE 
CW 
CE 
SW 
CW 
CE 
CE 
RE 
CE 


Boigon and Armstrong Arch. 
Cansult-Ltd& 

Trevor P. Garwood-Jones Arch. 
Group. fignGeEng. Ltd: 

Kyles, Kyles and Garrett Arch. 
MacDonald and Zuberec Arch. 
D.E. McGregor and Assoc. Ltd. 
Petroff and Jeruzalski Arch. 
Seymour A. J. Seligman Arch. 
Alex Tobias Assoc. Ltd. 


Tennis courts 


CE Ainley and Fssociates 
CE Cosburn Giberson Consults. Inc. 
- CE DelCan 
SW Henderson, Paddon and Assoc. Ltd. 
SW Lafontaine, Cowie, Buratto Assoc. 
Bie ee Ende Ltd. 
NESGres MeGuinty Const.’ Co.” Ltd: 
SW Nisbit Letham Ltd. 
NE Northland Eng. Ltd. 
CE Reid Crowther and Partners Ltd. 
CE Nicholas Rusz and Assoc. Ltd. 
CE Melvin Satok Arch. 
Theatres 
CE Blankstein Coop Hanna Briggs Arch. 
SW M.M. Dillon Ltd. 
CW Trevor P. Garwood Jones, Arch. 
CE Hamilton Kemp Arch. 
CE Lett Smith Arch. 
CE Marani, Routhwaite and Dick Arch. 
CE Morrison Hershfield Burgess 


CE 
CE 


Barton Myers Assoc. 
Number Ten Arch. Group 


Ltd. 
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CW Rieder Hymmen and Lobban Arch. tm bu Tt UGIAGS 

CEJ. bk. Smithsand Assoc CE Adamson Associates 

CE Thom Partnership CE Myles Allison Arch. 

CE Alex Tobias: Assoc. sb td: CE David Andrews Manag. Consult. 


NEV eG: Bas Goxeaces 
CES *ECES Gigoup 


Tourism planning studies E Ellwood Henderson Graham-Smith 
CW Balmer, Crapo and Assoc. Ltd. SW. PG Jos: ArenheeEnor 
CE Deloitte, Haskins, and Sells Assoc. SW James H. Jorden Arch. 
CE IBI Group CE Laventhol and Horwath 
CE ski borngita. CE Nightingale and Quigley Arch. 
CE Howard M. Malone Assoc. Ltd. CW David Aaron Novick 
E Philips Planning and Eng. Ltd. CW Prack Partners Arch. 
CE Proctor and Redfern Group NE De Perry: Short Arch. 


CE Read Voorhees and Assoc. Ltd. 
CE Underwood McLellan and Assoc. Ltd. 
CE Woods Gordon and Co. Zoos 
CE Crang and Boake Arch. 
CE Johnson Sustronk Weinstein and Assoc. 
Waterfront planning studies CE Hanscombe Roy Assoc. 
CE Acres Consulting Services Ltd. 
CE Airphoto Analysis Assoc. Consults. Ltd. 
CEBirdsand Hales tds 
CE Chrylser and Latham 
CE Clifford, Lawrie, Bolton, Ritchie 
CE Damas and Smith Ltd. 
CW Ecoplans Ltd. 
E D.W. Graham Assoc. 
NE Gugula Smedley Barban 
CE Hough, Stansbury and Michalski Ltd. 
CE. TS icGroup 
CE Kr born: Ltd 
SW James F. MacLaren Ltd. 
CE Jerome Markson Arch. 
CE Alek. S. Milenov Arch. 
CE Proctor and Redfern Group 
CE Project Planning Assoc. Ltd. 
CE Richard Strong Steven Morehead Ltd. 
CE John G. Williams Assoc. 
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how to select a 


consultant 





The process of selecting a consultant is 
not exactly like tendering a construction 
project. The lowest bid may not be 

the best solution. The choice of the 
best cualified consultant will give the 
greatest satisfaction and over-all 
economies. 


The project sponsor must evaluate the 
consultants’ prices, services and per- 
sonnel. There are two approaches to 
selection--direct selection and 
comparative selection. 


direct selection 


Selecting consultants directly is the 
Simplest method. Little expense is 
involved in the process. A consul- 
tant is selected on the basis of 
reputation, personal acquaintance or 
referral by former clients. In any 
case, the client should review the 
consultant's experience and qualifica- 
tions, find out more about the person's 
philosophy, attitudes and personality, 
as well as visit recently-completed 
projects and interview the consul- 
tant's former clients. 


comparative selection 


The advantage of comparative selection 
is that the best firm for the job is 
selected from a larger number of firms. 
The disadvantage is that additional time 
and effort are required to review the 
various candidates and select one from 
many. 


Comparative selection may involve a 
tendering process, such as for planning 
Studies. Or, as certain consultants are 
not allowed to tender (for example regis- 
tered architects in Ontario), comparative 
selection may also be used without ten- 
dering. 


comparative selection without tendering 


This method is likely to be used for a 
building project when selecting an 
architect as fees are set by their pro- 
fessional association. 


Ie cOnp Lear biSt.o01 consultants. 


2. Narrow this list down to 5 to 7 firms 
and send these firms a questionnaire 
outlining the client's intent and the 
information required from the firms. 


3. An open proposal meeting is held to 
discuss the proposed building. 


4. After reviewing the questionnaires, 
the client should priorize the list 
of consultants and invite not 
more than 4 to an interview. 


5. If the client feels that a decision 
cannot be made just from the inter- 
views, the ciient can ask the consul- 
tants: to sup t arproposal. The 
purpose of this request is to enable 
the client to assess and compare the 
services offered by different firms. 


Preposals require a creat deal of 
time and effort to produce. The 
client should not make such demands 
on a consultant unless seriously 
considering the use of the con- 
Sultant's service. 


6. The first-choice firm should be 
notified. The other firms should 
be notified in writing and thanked. 


comparative selection using closed 
tenders (suggested for planning 
studies under $15,000) 


1. Study sponsor invites 5 to 7 consult- 
ing firms to submit bid proposals 
based on the Terms of Reference: 

. Background information on the firm 
and references. 

. Personnel to be assigned to project. 

. Approach and methods to be used in 
carrying out the study. 
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. Schedule and fee proposal. 
. Any additional information required. 


2. Sponsor reviews the proposals and 
narrows the choice down to 3 firms 
for interviews. 


3. The purpose of the interviews is to 
discuss the consulting firms’ propos- 
als and their abilities to meet 
the Terms of Reference. Negotiation 
over certain issues may be carried out. 


4. Select a consultant and notify unsuc- 
cessful firms. 


comparative selection using open tenders 
with prequalification (suggested for 
studies over $15,000) 


For large scale studies there will be 
great interest by the private sector in 
obtaining the contract. Since an open 
tender will generate a large number of 
potential bidders, pre-qualification 
narrows the field using only questions 
about the firms. This information 
would be used by the study sponsor to 
draw up a short, 11st or 5 to 7 firms 
which would be then invited to submit 
detailed proposals based on the Terms 
of Reference of the study. 


1. Advertise an open pre-qualification 
asking for information related to the 
firm and individual project personnel: 


. Qualifications or expertise in study 
area. 

. Previous experience or performance. 

. Availability of all required fields 
of expertise or names of subconsul- 
tants who would work on the study. 

. Outline of the firm's workload. 

. Evidence of effective project man- 
agement. 

. Freedom from conflict of interest. 

. Other information as seen desirable. 
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2. Review the pre-qualification infor- 
mation and select a short list of 5 to 
7 firms which will be invited to submit 
detailed proposals based on the Terms of 
Reference. Inform all unsuccessful can- 
didates of the decision. 


3. Review all detailed proposals and 
narrow the choice down to 3 firms to 
interview. 


4. Select a consultant and notify un- 
successful candidates. 


design competition 


This method is not commonly used 

except in the selection of architects. 
A competition is time consuming, but 

it promotes innovative thinking. It 
has been found most often to be approp- 
riate for large civic projects. The 
award to the winner is usually the 
commission for the project. The book- 
let, Rules for Architectural Competi- 
tion in Ontario, produced by the Ontario 
Association of Architects should be 
reviewed for more details. 


criteria for selection for use with 
any of the foregoing methods 


1. Professional Reputation--the con- 
sultant's standing within the 
profession can be evaluated through 
conversation with references. The 
professional awards won by the con- 
Sultant and publications produced 
also demonstrate success in the 
field. Professional registration 
Should be in good standing. 


2. Experience--the consultant's ex- 
perience in similar types of pro- 
jects of parallel scale and com- 
plexity is an obvious subject for 
evaluation. However, consultants 
lacking experience should not be 
immediately eliminated from con- 
sideration. Their competence and 
ability exercised in other pro- 
jects might well qualify them for 
this project. 





3. Staff and Facilities--the size of the 
firm is less important than the 


efficiency of its operation. The 
education, training and experience 
of the staff and their proposed 
consultants are of major concern. 
Some clients prefer to use local 
firms rather than those from out- 
Side the locality. This geograph- 
ical concern should not overdominate 
the selection process. 


4. Quality of Work--a review of some 

of the consultant's completed 

projects is necessary for the 

client to get to know the quality 

of the consultant's work. The con- 

sultant's former clients should 

also be contacted for reference. 

The following points shouid be 

examined: 

. Ability to work within budget. 

. Ability to work within required 
time frame. 

. Degree of responsibility accepted 
by tne consultant for the technical 
aspects of the project. 

. Amount of original thinking applied 
to the project. 

. Management and organization ability 
on the project. 

. Degree of openness to client input 
and criticism, sensitivity to 
client's concern. 

. Amount of time and attention the 
principals of the firm applied to 
project and their availability 
to the client. 

. Maintenance problems of facilities. 
Whether they are the consultant's 
or the former client's error in 
judgment. 

. Progress towards implementation of 
planning study recommendations. 


5. Methods of Operation--it is important 
that the consultant has a good work- 
ing relationship with the client. 
They should agree on the approach to 
the management and operation of the 
project. 


6. Interest in the Project--the consul- 
tant should have a genuine interest in 
the project rather than just in the 
monetary reward. An exciting and 
productive working relationship wil] 
result from the true concern for the 
project and the client's needs. 


7. Fees--the professional fees may vary. 
They should be compared to other 
offers with reference to scope 
of proposed services. 


other lists of consultants for 
planning and facilities 


Roster of Ontario planning consulting 


firms. 

Canadian Institute of Planners - Cen- 
tral Ontario Chapter, 3206 Yonge St., 
Toronto, Ontario, M4N 2L3, (416) 

Ae =18/3e 43050 





bist ommenbers/practices. 1979 
directory. 

Ontario Association of Architects, 
50 Park Road, Toronto, Ontario, 


M4W 2N5. (416) 929-0623. $20.00. 





Recreation Canada. Professional services 
section contained in each issue of the 
journal. 


Consulting Engineers of Ontario 
Directory. 


Consulting Engineers of Ontario, 
1027 Yonge St., Toronto, Ontario, 
M4W 3E5, (416) 961-2457. $35.00. 








Ontario Association of Landscape 

Archi tects Directory. 

Ontario Association of Landscape 
Architects, 170 Donway West, Suite 212, 
Don Mills, Ontario, M3C 2G3, (416) 
447-6364. Free. 
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3 1761 11469442 5 


